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Date and Time 
Investigation Intiated: On Friday December 14, 2012 at approximately 1510 hours. 





Date and Time of 
Incident: On Friday December 14, 2012 at approximately 0935 hours. 


Summary: Detectives from the Eastern District Major Crime Squad were assigned to investigate the homicide of Nancy Lanza ООВ 09-06-1960 at 
36 Yogananda Street Sandy Hook, CT. Nancy Lanza had been located deceased in the residence by Emergency Services Unit Personnel (E.S.U.) 
on December 14, 2012 after her son, Adam Lanza DOB 04-22-1992 shot and killed 26 people and then killed himself at Sandy Hook Elementary 
School located in the town of Newtown, Connecticut (Companion Case# CFS12-00704559). 


Case Status: The investigation remains active as investigators complete assignments and prepare reports. 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: I AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 





INVESTIGATOR SIGNATURE: INVESTIGATOR 1.04: | REPORT DATE: peop) SUPERVISOR SIGNATURE SUPERVISOR 1.D.#: 
/TFC DAVID A LAMOUREUX/ | 0772 07/16/2013 /SGT FORREST В RUDD Y/ 0229 
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THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN. WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION.AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF'OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT, THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 
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Date and Time 
Investigation Intiated: On Friday December 14, 2012 at approximately 1510 hours. 


Date and Time of | 
Incident: On Friday December 14, 2012 at approximately 0935 hours. 


Summary: Detectives from the Eastern District Major Crime Squad were assigned to investigate the homicide of 
Nancy Lanza DOB 09-06-1960 at 36 Yogananda Street Sandy Hook, CT. Nancy Lanza had been located deceased ” ` 
in the residence by Emergency Services Unit Personnel (E.S.U.) on December 14, 2012 after her son, Adam Lanza 
DOB 04-22-1992 shot and killed 26 people and then killed himself at Sandy Hook Elementary School located in 
the town of Newtown, Connecticut (Companion Case# CFS12-00704559). 


Weather Conditions: Clear and cold approximately 35 degrees. 


Assignments: Case Officer: Detective David A. Lamouteux #772- EDMCS 
Evidence Officer: Detective Jeffery R. Payette #679- EDMCS 
Primary Digital Images: Detective Daniel R. Cargill #550- EDMCS 
Back-Up Digital Images: Detective Ryan E. Luther #702- EDMCS 
Scene Sketch Map: Detective Keith D. Hoyt #994- EDMCS 
Body Survey Report and Images: Detective Priscilla A. Vining #343- EDMCS 
Vehicle Survey Report: Detective Priscilla A. Vining #343- EDMCS 
Ф Autopsy Survey Report: Detective Daniel R. Cargill #550- EDMCS 
Autopsy Digital Images: Sergeant John F. Tutner #245- EDMCS 
Crime Scene Video Report: Detective Jeffery В. Payette #679- EDMCS i 
Medical Examiner: Dr. Н. Wayne Carver II, Chief Medical Examiner 
Office of the Chief Medical Examiner 
11 Shuttle Road 
Farmington, CT 
Cause of Death: Multiple Gunshot Wounds of Head. 
Manner: Homicide 
M.E. Case# 12-17626 


Deceased: Lanza, Nancy J. DOB 09-06-1960 
36 Yogananda Street 
Sandy Hook, CT 06482 
W/F approximately 5'5” Brown Eyes 
CTOP# 217419492 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
(171 ACTIVE П 4 EXCEPTIONAL CLEARANCE П A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT O B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
O 3 SUSPENDED D F FUGITIVE П C EXTRADITION DECLINED 
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Action Taken: 

On Friday, December 14, 2012 at approximately 0935 hours, the Newtown Police Department received a 911 call 
reporting an active shooter at the Sandy Hook Elementary School located at 12 Dickinson Drive Newtown, CT. 
Law enforcement officers responded immediately and discovered numerous school children and school personnel 
deceased from apparent gunshot wounds. A white male wearing military style clothing was located deceased on a 
classroom floor. The deceased white male was in possession of several handguns and a military style assault 
weapon. A 2010 black Honda Accord beating CT registration plate 872YEO was parked unoccupied in the fire 
lane in front of the school. The registered owner of the vehicle is Nancy J. Lanza DOB 09-06-1960 of 36 
Yogananda Street Sandy Hook, CT, As a result law enforcement officers including the Connecticut State Police 
Emergency Services Unit (E.S.U.) responded to 36 Yogananda Street Sandy Hook, CT to investigate. 


Members of The Connecticut State Police E.S.U. arrived at 36 Yogananda Street Sandy Hook, CT. Upon E.S.U. 
arrival all doors were found locked at the residence. Fotced entry was made by members of the E.S.U. team. At 
that time an adult white female, tentatively identified as Nancy ). Lanza DOB 09-06-1960 was located deceased in 
the second floor master bedroom (E.S.U. report to follow). It appeared she had sustained at least two gunshot 
wounds to the head while lying in the bed. The scene was then secuted as a crime scene. Newtown Police and the 
Federal Bureau of Investigation maintained the scene security. 


At approximately 1510 hours Eastern District Major Crime Squad (EDMCS) Detectives were assigned to 
investigate the murder at 36 Yogananda Street Sandy Hook, СТ. A search watrant application was prepared and 
submitted for the residence by Detectives James McGlynn and Scott Wisner of the Connecticut State Police 

e Central District Major Crime Squad (CDMCS). At approximately 1729 hours the search warrant was approved and 
issued by the Honorable Judge John F. Blawie. 


On December 14, 2012 at approximately 1945 hours EDMCS began the search of the scene located at 36 
Yogananda Street Sandy Hook, CT. The scene was documented by digital video, digital images and a sketch map 
(supplemental reports to follow). Detectives seatched the residence and seized numerous items to include a Savage 
Arms .22 caliber rifle near the deceased, spent shell casings, Blood Like Substance, electronic items, papers, 
ammunition, an Enfield 303 Rifle and empty handgun and long gun cases. During that search members of the 
Federal Bureau of Investigation- Behavioral Analysis Unit entered the scene to obtain items for their investigation. 
Supervisory Special Agent Molly Amman and her team removed four boxes and one paper bag of items from 
various locations in the residence for their investigation. Alcohol, Tobacco and Firearms agents Dawn Dodsworth 
and Daniel Futrell entered the scene and obtained information on the firearms located in the residence. At 
approximately 0335 hours the deceased female was removed from the residence by Connecticut Trade Service and 
.transported to the Office of Chief Medical Examiner at 11 Shuttle Road Farmington, CT for post-mortem 
examination. At approximately 1530 Һош on December 15, 2012 the search was suspended and Newtown Police 
and mutual aid officers maintained scene security. | 


CASE STATUS. TYPE OF EXCEPTIONAL CLEARANCE 
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On Sunday December 16, 2012 at approximately 0915 hours Dr. Н. Wayne Carver II, Chief Medical Examiner, 
conducted a post-mortem examination of the deceased at the O.C.M.E. in Farmington, CT. At that time the cause 
of death was certified as: Multiple Gunshot Wounds of Head. The manner of death was certified as: Homicide. 
The examination revealed among other things that the deceased had sustained fout gunshots to the head. Evidence 
was seized at autopsy and post-mortem inked fingerprints were taken. The deceased's fingerprints were positively 
identified by the State Police Bureau of Identification as those of Nancy J. Lanza DOB 09-06-1960. 


On Sunday December 16, 2012 at approximately 1130 hours Eastern District Major Crime Squad Detectives 
resumed the search of 36 Yogananda Street Sandy Hook, CT. At that time additional items were seized as evidence 
(see evidence report). 'The seatch was suspended at approximately 0030 hours on December 17, 2012. Newtown 
Police and mutual aid officers maintained scene security. 


On Monday December 17, 2012 at approximately 1445 hours Eastern District Major Crime Squad Detectives 
resumed the seatch of 36 Yogananda Street Sandy Hook, CT. At that time additional items were seized as evidence 
(see evidence report). At approximately 1655 hours on December 17, 2012 the search was suspended. Newtown 
Police and mutual aid officers maintained scene security. | 


While assisting with the search and processing of the crime scene located at 36 Yogananda Street Sandy Hook, CT 
this writer made the following observations: 


EXTERIOR 

@ The residence is located at 36 Yogananda Street Sandy Hook, CT. Sandy Hook is located within the town of 
Newtown, CT. Yogananda Street is а paved two lane roadway in a residential neighborhood. The roadway runs іп a 
north to south direction in the area of the residence. There is a paved driveway on the east side of Yogananda 
Street that leads to the residence on top of a hill overlooking Yogananda Street. The Lanza residence is a two story, 
colonial style single family home with an attached two car garage. The residence has a pale yellow wooden siding 
and green shutters. A grey mailbox with “36 Yogananda Street” printed on it is located north of the driveway 
apron on the east side of Yogananda Street. The mailbox contains a delivery slip from Hoffman Oil (Ticket? 
37608) for 131.9 gallons of heating oil dated 12-14-2012. There is no time of delivety listed on slip. Further 
investigation revealed that the delivery was made between 0930 and 1000 hours (see Brian Karr's witness report) 
The perimeter of the residence was secured by members of the Federal Bureau of Investigation and the Newtown 

Police Department upon this writer's arrival. 


The doots of the two car garage are located on the north end of the residence. The east garage door is damaged 
and forced open. The door was damaged by E.S.U. personnel to gain entry. The west garage door is completely 
open. А 2009 silver four door BMW sedan bearing CT' Registration 593XGR is parked in the west side of the 
garage. The front door of residence is located on the west side of the house facing Yogananda Street. The door is 
damaged. The deadbolt was engaged and broken open by E.S.U. Along the eastside or the rear of the residence is a 
wooden deck attached to the house. There is an exterior glass door that leads into the kitchen. The door is locked. 
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There is an exterior door that leads to the north living room. The door is damaged. The deadbolt is engaged and 
broken open by E.S.U. Located on the south end of the residence is an open steel bulk head door. Inside the bulk 
head door is a wooden exterior door that leads into the basement. The deadbolt is engaged and broken open by 
E.S.U. 


ATTACHED GARAGE | 

The 2009 BMW sedan is patked unoccupied in the west side bay of the garage. The cast side of the garage is clear 
for a second vehicle to be stored. There is a small stack of firewood, a portable generator, several ladders and 
chairs are observed in the garage. Several bags of empty plastic water bottles are observed in the garage. The rest 
of the garage is unremarkable. There are wooden stairs and a landing in the south end of the garage leading to an 
exterior door. There are approximately a dozen pairs of shoes stoted on the landing. The wooden door leads to a 
mudroom off of the kitchen in the residence. The door handle is locked and the door and frame are damaged from 
the E.S.U. forced entry. This writer entered the residence through the garage. 


MUDROOM/ENTRYWAY 
As I entered from the garage the mudroom has a ceramic tile floor. Directly ahead (south) is a closet. The closet 


contains coats, shoes and various boxes. There is a Nike shoebox located on the shelf. The box contains numerous 
.22 caliber bullets and (2) empty “Ram Line” magazines for a Ruger 10-22 firearm. А tan colored bag containing 
personal hygiene items, eat protection and plastic zip-loc bags with numerous “Blazer” .45 caliber live rounds is 
located on the closet floor. 


e KITCHEN 

The kitchen is located east of the mudroom/entryway. The kitchen has wooden floors. Three brown paper 
shopping bags, a case of (24) plastic bottles of Poland Springs Water and a woman's Coach brand pocketbook are 
located on the kitchen floor within three feet of the garage entry door. To the right of the shopping bags is a 
"Captain Morgan" cardboard box which contains five bottles of wine. Inside the pocketbook are personal papets, 
$150.00 in U.S. currency, a day planner appointment book and identification belonging to Nancy J. Lanza DOB 
09-06-1960. Along the east wall of the kitchen is a glass French-style door to the exterior rear deck. The north 
portion of the doot is a fixed glass pane. There is clear tape covering the right edge of the door (along the opening) 
and the edge along the threshold. The door is locked. There is a kitchen table with four chairs near the door. A 
counter that also houses the kitchen sink runs along the east wall of the kitchen. There are dishes in the sink. A 
coffee maker is observed on the counter. It is clean, empty and unplugged. An automatic dishwasher is housed in 
beneath the east counter top. The indicator light on the dishwasher labeled: “sanitized and clean" is illuminated. 
The cabinet door below the kitchen sink is completely open. A stall trash can containing gatbage is on the kitchen 
floor directly in front of the open cabinet door. The counter continues around the south wall of the kitchen and 
houses a stove/oven, microwave oven and refrigerator. There is an island with a sink and two “bar stool" type 
chairs in the center of the kitchen. Numerous bottles of medication are located in the overhead cabinet along the 
east wall south of the sink. The following medications and supplements are noted: 03 
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capsules, Calcium Magnesium, Vitamin D3, | оз $ Zinc lozenges, Folic Acid, Complex C, Multi- 
vitamins, Black Cohosh, Tylenol, Advil and Biotin. A living room atea is located north of the kitchen. 
NORTH LIVING ROOM 


The north living room is north of the kitchen. The floor is covered with blue carpet. There is a fireplace on the 
north wall. There ate two couches, two ottomans as well as book shelves located in the room. A flat screen 
television on top of a small television stand is located along the west wall There is a DVR system next to the 
television. А plastic “Bed Bath and Beyond” shopping bag containing various shopping items is located on the 
floor near the couch. A black Apple iphone is located on the ottoman closest to the kitchen. Along the east wall is 
another “french-style” door that leads to the exterior rear deck. The northern most door is a fixed glass pane. The 
swinging door and frame is broken open by E.S.U. Heavy cuttains are pulled shut over the door and window pane 
blocking outdoor light. There is a large window on each side of the fireplace. Each window is covered with full 
length decorative mirrors blocking outdoor light. There is a stationary bicycle exercise machine and a pilates 
exercise bench in the room. There are book shelves which include books titled: “Look me іп the Еуе- My life with 
Aspergers”, “Bom on a Blue Day- Inside the Mind of an Autistic Savant and “NRA Guide to the Basics of Pistol 


Shooting”. 


SOUTH G G ROO 
Located south of the kitchen is a large open room with a wooden floor. The entire south end of the first floor is 
the south living room and dining room. The east end is the dining room. The west end is the south living room. 
The dining room has a wooden dining table and four chairs. The windows on the east wall (the rear of the house) 
Ф are covered with thick drapes. There are four cardboard boxes stacked in the dining room. There аге three empty 
"Cat's Pride” cat litter jugs with no labels on the dining room floor. The windows оп the south wall have thick 
drapes but the drapes are open. The south living room has a love seat, two upholstered chairs, a coffee table and 
decorative shelves. The windows on the south wall have thick drapes. The drapes are open. The west wall windows 
(the front of the house) are covered with closed thick drapes. de 


FOYER 
There is a foyer that runs west to east from the front door of the residence to the kitchen. There is an open 
staircase leading to the second floor of the residence. The floor of the foyer is ceramic tile. Traveling east from the 
front door a study/office is located on the left. There is a hall closet and a half bath on the left side heading 
towards the kitchen. There is nothing remarkable noted in the bathroom. ea 


STUDY/OFFICE 

There is a set of glass “French-style” doors leading into the study / office. The doors are both completely open. The 
study/office has a desk and chair on the north wall. There are book shelves on the north wall on each side of the 
desk. The shelves hold numerous books and knick knacks. Along the west wall (the front of the house) are two 
windows that are covered by closed thick drapes. There is a small table along the west wall with a telephone and 
answering machine on it. The machine indicates that the telephone has received (50) “new calls” and has (42) 
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messages. There is a Dell lap-top computer on the desk. A Fax machine is located on a small table along the east 
wall. There is a leather easy chair along the east wall. The floor is wooden and is covered with an oriental style rug. 
There are papers stacked neatly on the floor next to the desk. Numerous receipts and invoices ate located in the 
study / office. There are various financial papers, telephone bills and $250.00 in U.S. currency in the desk drawers. 
Paperwork from the Connecticut Gun Exchange describing a Glock 20SF 10mm dated 12-21-2011 is located in 
the top desk drawer. Several receipts are located on the desk top. There are receipts from businesses in North 
Conway, NH dated 12-12-2012 and Lebanon, NH dated 12-13-2012. A catdboard box is located on the floor next 
to the leather chair. A blue folder labeled: “Guns” containing various receipts, papers and a “Sale and Transfer of 
all Firearms" form and related firearm paperwork is located in the box. 


SECOND FLOOR 
The staitcase in the foyer leads to the second floor sleeping area. At the top of the stairs is a common hallway that 
overlooks the foyer/front door area. The second floor consists of four bedrooms and two full bathrooms. 


SOUTHWEST BEDROOM/COMPUTER ROOM 


The room is located in the southwest portion of the second floor. The room is carpeted. There is a live, brass 
colored, small caliber round with a black tip on the floor just inside the doorway. There are two desks along the 
west wall. The two windows on the west wall are covered with drawn window shades. The edges of the window 
shades аге taped to the wall with clear adhesive tape. On top of the northern most desk is a damaged computer 
hard drive. Next to the hard drive is a black metal five pound dumbbell weight. The hard drive looks like it has 
been intentionally scratched repeatedly. There are three small keys next to the hard drive. There is an empty 

o package of “Peltor” brand disposable foam earplugs and a black plastic comb next to the hard drive. Boxes of 
9mm ammunition and high capacity fitearm magazines containing shotgun shells are in the top right drawer of the 
desk. The bottom right drawer contains pieces of disassembled shotgun rounds and black powder. There are (13) 
pages of a photocopied newspaper article. The article describes the 1891 shooting of school children. There is a 
hard cover copy of the book: *Amish Grace" also located in the drawer. There is a custom built desk top 
computer in a black case with the side panels removed on the floor near the desk. There is no hard drive in the 
computer. There are screws and a screw driver on the floor next to the computer. In the southwest cotner of the 
room is a set of headphones, computer speakers, computer mouse and keyboard. Along the south wall are small 
tables and cabinets with a computer monitor, television set and two empty eating bowls with spoons. There are 
two partially consumed Poland Springs water bottles on the desk. The cabinets along the south wall also contain a 
Sony Playstation 2 Game console and a Microsoft Xbox Game console. There is a closet located along the east 
wall of the room. The doors ate open. In the closet is a stand alone metal gun safe. The door of the safe is open. 
An “Enfield” Albion bolt action .303 caliber rifle is in the gun safe. The safe also contains numerous items to 
include boxes and cans of ammunition. The ammunition includes: 12 gauge buck shot and slug shot gun shells, .22, 
.40 and .45 caliber rounds, .303 rifle cartridges, .223 rounds, .22 long rifle rounds, 5.56mm rounds, a leather dual 
magazine holder and a black leather handgun holster. Thete ate metal shelves in the closet above the safe. There is 
more ammunition and two (20) round shot gun shell drums on the shelves. 
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SOUTHEAST BEDROOM 

The room is located in the southeast portion of the second floor. The door to the room is damaged. It appears that 
someone had kicked the bottom of the door causing the damage. All three of the windows in the room ate 
completely covered with black plastic. There is a double bed on the east wall. Along the north wall is an armoire 
that contains approximately a dozen pairs of tan colored cargo style pants and blue shirts. Along the west wall is a 
closet that is used for storage. There are two desktop computers and three computer monitors. The computers do 
not have hard drives. There are several boxes of books in the closet. Some of the book topics were war, practical 
shooting and competitive firearm shooting. There were boxes that also contained videogames. There were several 
exercise dumbbells to include a black metal five pound dumbbells similar to the one found in the southwest 
bedroom/computer room. There is a plastic bag containing items to include: 2010 Honda Civic paperwork 
registered to Nancy Lanza, Verbatim CD-Rs, handwritten notes tegarding addresses of local gun shops and a 
Garmin GPS Unit. 


SECOND FLOOR FULL BATHROOM 

There is a bathroom located on the east side of the second floor common hallway. The bathtoom has two sinks 
and a toilet along the north wall. There are cabinets below the sinks. Various toiletry items are located in the 
cabinets. Personal items that include a silver colored LG Verizon cellular telephone with the battery removed, 
pocket change, a men’s wallet containing Adam Lanza’s credit cards, driver’s license and $63.00 in cash, a 
“Newtown Technology Team” picture ID with Adam Lanza printed on it, two pairs of eye glasses, a Honda cat 
key and a black “Mead Memo” pad were located in the western most cabinet closest to the door. There is a tub 
and shower located along the south wall. 


ө NORTHEAST STORAGE/BEDROOM 


The room is located in the northeast portion of the second floor. The room is very cluttered and appears to be 
utilized for storage. From the hallway three long gun cases are observed on the floor of the room. The gun cases 
are empty. An empty plastic Sig Sauer hand gun case and an empty plastic Glock hand gun case are also on the 
floor of the room. The room is cluttered with full cardboard moving boxes and bags. There is a closet located 
along the west wall that contains adult women's clothing. A blue and white duffle bag is located on the floor. The 
bag contains numerous items to include: a full box of “Blazer .22 long rifle rounds, ear protection, eye protection, 
binoculars, a box of “PPU” 303 British cartridges, 9mm rounds, numerous paper targets and Adam Lanza's МКА 
certificate. 


MASTER BEDROOM 
The master bedroom is located in the northwest portion of the second floor. There is a key lock mechanism on the 
door. The lock and door ate not damaged. There is a private hallway traveling south to north from the common 
hallway to the master bedroom. There is a master bathroom and a walk-in closet on the west side of the private 
hallway. The master bath contains a toilet and a Jacuzzi tub. Women's laundry on a drying rack is observed in the 
Jacuzzi tub. There is a counter with two sinks along the master bathroom south wall. Numerous medications and 


supplements are observed in the master bathroom to include: 
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. The walk-in closet is located north of the master bed toom bath. The closet 
contains what appears to be all women's clothing and shoes. There is a two drawer filing cabinet on the floor to 
the right of the closet door. The cabinet contains various papers to include medical bills, handwritten papets, 
children's artwork and telephone bills A hand drawn drawing depicting a person with a handgun labeled 
“Sadam” with another person on the floor with “X” for eyes is located inside a box underneath clothing. 





North of the closet is the master bedroom sleeping area. A king sized bed is located with the headboard against the 
east wall. An adult white female is observed lying supine on the bed with obvious trauma to the head. On the floor 
south of the bed is a black Savage Arms .22 caliber bolt action rifle. There 1s a spent .22 caliber shell casing on the 
floor next to the rifle. There is a blood like substance (B.L.S.) observed on the muzzle of the rifle. Subsequently a 
firearm survey was conducted and a spent .22 caliber shell casing was located in the chamber and three live rounds 
were in the magazine. À pair of black women's slippers and white Hanes socks are on the floor south of the bed. 
There is a nightstand located south of the bed on the east wall. On top of the night stand is a telephone. The 
telephone line is unplugged ftom the telephone. The line is neatly placed next to the telephone. There is a pair of 
eye glasses, a plastic water bottle and a lamp on the nightstand. There are small drops of B.L.S. obsetved on all 
items on the night stand. There are B.L.S. drops observed on the east wall. The B.L.S. drops appear to be traveling 
upwards and south away from the head area of the deceased. There is a small amount of B.L.S. drops observed on 
the ceiling above the deceased near the east wall. The deceased is covered with blankets from the waist down. She 
is wearing a polka dotted pajama shirt, pants and a pair of white socks. The deceased's head is turned south to its 
side. There is blood consistent with her position. B.L.S. ERR 
is obsetved on her pajama shirt and atound het head on the bedding. An 
orange, white and green bath towel is under the deceased's head. The towel is covering a pillow. There is ап 
ottoman south of the night stand. The Ottoman has a lid with a storage area. Numerous papers to include 
paperwork documenting Nancy Lanza's divorce are located inside the ottoman. A brass colored .22 caliber spent 
shell casing is located behind the ottoman next to the east wall A brass colored .22 caliber spent shell casing is 
located underneath the bed near the east wall There is a second nightstand along the east wall north of the bed. 
Located in the nightstand are numerous papers to include emails and receipts for firearm and ammunition __ 
purchases, as well as numerous day planners. There is a desk located along the west wall The desk contains 
financial paperwork to include, bills, cancelled checks and personal papers. There are several pieces of luggage 
located on the floor in the southwest corner of the master bedroom. The luggage contains what appears to be dirty 
laundry in plastic bags. 









BASEMENT 
The basement of the residence is divided into four separate rooms. In the west end of the basement is a bedroom 
area. There is a double bed in the room. The bed is made. It does not appear that someone sleeps in the room on a 
regular basis. The room is cluttered with moving boxes. There are several empty cardboard boxes on top of the 
bed. There are empty cardboard boxes stacked near the bed. There is an armoire and an exterior door on the west 
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wall. The exterior door deadbolt lock is engaged. The door and frame are damaged from E.S.U. forced entry. 
There are steps leading to an open metal bulk head door. There is a kitchen style table with chairs along the east 
wall of the bedroom. Boxes are stacked on top of the table. Beneath the table is a desk top computer on the floor. 
There is no hard drive in the computer. There is a desk located near the southwest corner of the basement. There 
are numerous video games, a computer modem and a wireless router observed. Also on the desk is an Xbox 
videogame console. The game is not plugged in or connected to any other device. There are shelves and a counter 
east of the desk. There are cabinets beneath the counter. There is a Nintendo game console on the counter. The 
game is unplugged and not connected to any other device. A computer hard drive is located on the floor near the 
cabinets along with game controllers and wires. There is a closet beneath the stairs in the bedroom area of the 
basement. The closet contains numerous items to include mattial arts weapons, board games, boxes and used 
paper shooting targets. Various pieces of paperwork with name Ryan Lanza is located in the bedroom area of the 
basement. There is a used cardboard shooting target located behind the couch near the exterior door. A digital 
image print of an unknown child and various firearms is located in the cabinets below the shelves. The image 
appears to have been printed from a computer type printer. There is a finished area east of the bedroom that 
houses exetcise equipment and various boxes. There is a small bathroom with a toilet located off of the exercise 
equipment room. There is an unfinished utility area located in the southeast comer of the basement. There are 
numerous boxes stored in the utility area. There are two clothes washers and a dryer located іп a separate utility 
area located in the north east corner of the basement. A small room with a shower is located near the washer and 


dryer utility room. 


While reviewing Nancy Lanza's day planner it was learned that she had planned to travel out of state for several 

e days statting on December 11, 2012. The day planner, located in the coach purse, indicated a possible reservation 
at the Omni Resort Bretton Woods on December 11, 2012 and lunch with on December 13, 2012 at 
1:00 at “Three Tomatoes Restautant" in Lebanon, NH. | 


On January 3, 2013 Detective Jeffery К. Payette and I traveled to the Omni Hotels Mount Washington Resort 
located in Bretton Woods, NH. At that time we confirmed het stay at the resott (See Stephen Hilliard Witness 
Report). On January 3, 2012 we also met with ЕГЕ іп Lebanon, NH in ап attempt to 
identify a time-line for Nancy Lanza’s activity. ZI confirmed he had lunch with Nancy Lanza on December 
13, 2012 in Lebanon, NH (See Witness Report). As a result of interviews, Omni Hotel documents 
and printed receipts located at the Lanza residence this writer has determined the following: 





On Tuesday December 11, 2012 at approximately 1210 hours Nancy Lanza checked in to the Omni Hotels Mount 
Washington Resort Bretton Woods, NH. On December 11, 2012 at 2019 hours Nancy Lanza dined at the 
“Stickney's” Restaurant at the resort. The food order appeared to be dinner for one person. On December 12, 
2012 at 1630 hours she made a purchase at The Polo Outlet Store located Route 16/Route 302 in North Conway, 
NH. At 1730 hours she made a purchase at the Coach Outlet store located at 2 Common Court in North Conway, 
NH. At 1750 hours she made a putchase at the Brooks Brothers Store located at 2 Common Сош North 
Conway, NH. At 1938 hours she had dinner alone at “Stickney's Restaurant” at the Omni Hotels Mount 
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Washington Resort. On Thursday December 13, 2012 she had a muffin delivered by room service to her room, 
Room# 265. At 1227 hours Nancy Lanza checked out of the Omni Hotels Mount Washington Resort. At 
approximately 1310 hours Nancy Lanza met у at “Three Tomatoes” Restaurant. said 
that they spoke about Nancy's life to include some conversation regarding her son with “disabilities”. Nancy Lanza 
left the restaurant at approximately 1430 hours (see witness report). The receipt time stamp indicates 
it was paid at 1435 hours. Nancy Lanza purchased five bottles of wine from the New Hampshire Liquor 
Commission located at 367 Washington Street Claremont, NH. This purchase was confirmed by Investigator 
James Young of the New Hampshire State Liquor Commission Division of Enforcement. On December 13, 2012 
at 1938 hours Nancy Lanza made a purchase at the Whole Foods Store located at 50 Raymond Road West 
Hartford, CT. At approximately 2222 houts Nancy Lanza spoke with on the 
telephone. told detectives that Nancy Lanza told him during that conversation that she had returned 


home from her trip (see supplemental report regarding MOS). 


Case Status: The investigation remains active as investigators complete assignments and prepare reports. 
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A. Firearm C. Other Dangerous Weapon (specify) weapons used by typ 
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INJURY CODES 











A. Serious Physical Injury C. No Apparent Physical 
B. Minor/Physical Injury D. Fatal 






10. Enter a letter for the most serious D 
type of injury to any victim or “C” if none: 
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Search Warrant / Scene Search Report 


On December 14, 2012 at approximately 1729 hours a search warrant was obtained as part 
of the investigation of a homicide that occurred at 36 Yogananda St., Sandy Hook, CT. 


Scene Security Maintained by: Various Officers from numerous area Police Departments. 


Location of Search: Residence of Nancy Lanza, 36 Yogananda St., Sandy Hook, CT along 
with a 2009 BMW (CT reg. 593XGR) parked in the garage of the 


residence. 
Affiants: Detective James McGlynn #1268 CSP CDMCS 
Detective Scott Wisner #507 CSP CDMCS 


Time & Date Warrant signed: Friday December 14, 2012 at 1729 hours. 





® Authorizing Judge: Honorable Judge John F. Blawie 
Warrant Sealed: Yes 


Time Scene Entered: Friday December 14, 2012 at approximately 1945 hours. 
Time Search Terminated: Monday December 17, 2012 at approximately 1655 hours. 
Time Scene Secured: Remains secured as of the date of this report. 


Detectives Conducting Search: Det. Ryan Luther, Det. Jeffery Payette, Det. Daniel Cargill, 
Det. David Lamoureux, Det. Keith Hoyt, Det. Priscilla Vining and Supervised by Sgt. John 
Turner. 
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C.G.S. 54-33c Requirement: Warrant was sealed. No copy was left at the residence due to all 
residents being deceased. 


Date, Time & Court Where Return was Made: Monday, December 17, 2012 
at approximately 1400 hours at GA 3 located at 146 White St., 


Danbury, CT. 





Person Making Return: Detective Jeffrey Payette #679, Eastern District Major Crime Squad. 
Copy Of Warrant Attached: Yes, with attached Return Addendum. 


Case Status: This case is open and under investigation. 















CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| | 1-ACTIVE | | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE, OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT, OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
EIVED BY ME 
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AFFIDAVIT AND APPLICATION —— — 
SEARCH AND SEIZURE WARRANT SUPERIOR COURT 
JD-CR-61 Rev. 3-10 www.jud.ctgov 





C.G.S. 88 54-33a, 54-33c, 54-33j 
Form JD-CR-52 must also be completed 


O To Applicant Instructions To G.A. Clerk 

Ле the application for the warrant and all affidavits upon which Upon execution and retum of the warrant, affidavits which are 
the warrant is based with the clerk of the court for the geographical the subject of an order dispensing with the requirernent of giving 
area within which any person who may be arrested in connection a copy to the owner, occupant or person within forty-eight hours 
with or subsequent to the execution of the search warrant would shall remain in the custody of the clerk's office in a secure 
be presented, together with the return of the warrant. location apart from the remainder of the court file. 


Police Case number CFS12-00704559 

TO: A Judge of the Superior Court or a Judge Trial Referee 

The undersigned, being duly sworn, complains on oath that the undersigned has probable cause to believe that certain . 
property, to wit: 


Blood, semen, saliva, physiological fluids and secretions, hair, fibers, fingerprints, palm prints, footprints, 
shoe prints, gunshot residue (GSR), weaponry and firearms including pistols, rifles, revolvers, shotguns, 
hatchets, axes, knives, cutting instrument and cutting tools, blunt force instruments, projectiles, ammunition, 
bullet casings and fragments, dirt, dust and soil, paint samples, glass and plastic fragments, marks of tools 
used to gain access to locked premises or containers, and items containing traces of any of the above 


mentioned articles or items. 
The evidence will be collected and submitted to the Department of Public Safety Forensic Science 
Laboratory located at 278 Colony Street in Meriden, Connecticut for physical examination, scientific 


festing and forensic analysis. 


Г] is possessed, controlled, designed or intended for use or which is or has been or may be used as the means of 
committing the criminal offense of: 


@ was stolen or embezzied from: 
[x] constitutes evidence of the following offense or that a particular person participated in the commission of the offense of: 


Murder, in violation of Connecticut General Statute 53a-54c 
Г] is in the possession, custody or control of a journalist or news organization, to wit: 


[ ] and such person or organization has committed or is committing the following offense which is related to such 
property: 


C] and such property constitutes contraband or an instrumentality of the criminal offense of: 


And is within or upon a certain person, place, or thing, to wit: 

The residence of Nancy Lanza, 36 Yogananda Street in Sandy Hook, CT. The residence is a 2 story colonial style structure, with an attached two car 
garage. The house ís pale yellow with dark green shutters. The full address, 36 Yogananda Street is listed on the mailbox located in front of the house. 
Also including Connecticut registration 593XGR, 2009 BMW, color silver, registered to Nancy Lanza located within the attached garage of the house. 





(This is page 1 of a 7 page Affidavit and Application > 
City/Town Signature and о? Affiant 


ate | рез Е >: 
ESA 
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€, to, tere 


Subscribed and swom to before me on (Date) 
Jurat Т) 20 / 2: 
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And the facts establishing the grounds for issuing a Search and Seizure Warrant are the following: 


1. That the affiant Detective James McGlynn, #1268 is a regular sworn member of the Connecticut State Police 

Department and has been a member of said Department for the past 23 years having participated in numerous 
iminal investigations, which have led to arrests and convictions. That the affiant McGlynn is presently 
signed to the State Police Central District Major Crime Squad. 


2. That the affiant Detective Scott Wisner, #507 is a regular sworn member of the Connecticut State Police 
Department and has been a member of said Department for the past 20 years having participated in numerous 
criminal investigations, which have led to arrests and convictions. That the affiant Wisner is presently assigned 
to the State Police Central District Major Crime Squad. 


3. That on Friday, 12/14/12, at approximately 0935 hours, Newtown Police Department received a 911 call from 
a caller at the Sandy Hook Elementary School, 12 Dickinson Drive in Newtown, CT. The caller reported that an 


active shooting situation was occurring at the Sandy Hook Elementary School. 


4. That as a result ofthe 911 call, numerous law enforcement personnel including members from the Newtown 
Police Department and the Connecticut State Police responded to Sandy Hook Elementary School, in Newtown. 
Upon arrival, law enforcement personnel conducted a search of the interior and exterior of the school. | 
Investigators located CT registration 872YEO, а 2010, black colored Honda Civic unoccupied and parked in the 
fire lane directly in front of the school. The registered owner for the Honda Civic is Nancy Lanza, DOB 09/06/60, 
36 Yogananda Street in Sandy Hook, CT. 


5. That as investigators entered the school numerous school children and school personnel were located deceased 

from apparent gunshot wounds in the first three classrooms located off the main hallway, adjacent to the school's 

front entrance. That investigators also located a teenaged white male dressed in military style clothing, wearing a 

bullet proof vest lying deceased on the floor in the middle classroom. That the deceased male was in possession 
several handguns as well as a military style assault weapon. 


6. That law enforcement personnel including members of the Connecticut State Police, Emergency Service Unit, 
responded to the residence of Nancy Lanza at 36 Yogananda Street in Sandy Hook, CT. Upon arrival at Lanza's 
residence, Connecticut State Police Emergency Service Unit gained entry into the house and located a deceased 
middle aged white female lying in a supine position on a bed in the 224 floor master bedroom. The white female 
sustained an apparent gunshot wound to her forehead. Investigators located a rifle on the floor near the bed. 


7. That investigators conducted a further search of a residence, and no other people were inside the house. A 
vehicle (Connecticut registration 593 XGR, 2009 BMW, color silver, registered to Nancy Lanza) was noted as 
being located parked within the garage of the residence, which is located attached and under the residence. The 
house, including the vehicle, has been secured by investigators for the preservation of evidence. 


8. That the Affiants have personal knowledge, based upon their experience and training, that crimes of violence 
involve a struggle, a break, the use of weapons and other instrumentalities, and/or the element of unpredictability; 
the person or persons participating in the commission of a violent crime is/are in contact with physical 
surroundings in а forceful or otherwise detectable manner; there is often an attempt to alter, destroy, remove, 
clean up, or cover up evidence of a crime. That traces may be left in the form of blood, semen, saliva, 
physiological fluids and secretions, hair, fibers, fingerprints, palm prints, footprints, shoe prints, weapons and 
firearms including pistols, rifles, revolvers, shotguns, knives, hatchets, axes, cutting instruments and cutting tools, 





(This is page 2 of a 7 page Affidavit and Application.) 
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blunt force instruments, projectiles, ammunition, bullet casings and fragments, gunshot residue (GSR), dirt, dust 
and soil, paint samples, glass and plastic fragments, marks of tools used to gain access to locked premises or 
containers and items containing traces of any of the above mentioned articles. Many of the above items are 
inute and/or microscopic, thus requiring additional specialized examination by forensic science laboratory 
hniques, such as that performed by the Connecticut State Police Forensic Science Laboratory. 


9. That the Affiants also have personal knowledge, based upon their experience and training, that a crime scene, 
such as described above, will contain physical evidence, hereinbefore itemized, which will aid in establishing the 
identity of the perpetrator(s), the circumstances under which the crime was committed, and/or which in general 
will assist in the discovery of the pertinent facts and that such evidence requires a systematic search to locate, 
seize, record and process. That trace evidence left in the forms mentioned above is easily transferred between 
participants and inanimate objects such as surroundings, including their home or motor vehicle. That it is 
reasonable to believe and expect that a person responsible for committing a crime, such as the one described in 
this affidavit would come in contact with these forms of trace evidence and transfer them to their surroundings. 


10. That the Affiants also have personal knowledge that the Department of Public Safety Forensic Science 
Laboratory located at 278 Colony St in Meriden, CT has the equipment, personnel and expertise necessary to 
conduct physical examination, scientific testing and forensic analysis, including but not limited to biological and 
chemical testing, instrumental analysis, firearms, photography, biochemistry, DNA, criminalistics, fingerprints, 
in order to locate, identify, compare and reconstruct items of evidence and trace evidence to aid in establishing 
the circumstances of the crime and identity of the participants involved in the crime. The Department of Public 
Safety Forensic Science Laboratory will use standardized and documented procedures to extract, amplify and 
detect DNA from evidentiary items and samples taken from known individuals. The resulting DNA profiles from 
the evidentiary items will be compared to the known individuals' profiles and the results documented in a 


laboratory report. 


. Based upon the facts and circumstances described above, your Affiants have probable cause to believe that 
dence of the crime of murder, in violation of Connecticut General Statute 53a-54c, will be found within 36 
Yogananda Street in Sandy Hook, Connecticut, and its curtilage, or upon the person of the deceased middle aged 

white female, who at this time has not been positively identified. 


12. Therefore, your affiants are requesting a Search and Seizure warrant be issued for the residence at 36 
Yogananda Street in Sandy Hook, Connecticut, and its curtilage including the aforementioned vehicle within 
(Connecticut registration 593XGR, 2009 BMW, color silver, registered to Nancy Lanza), or upon the person of 
the deceased middle aged white female, who at this time has not been positively identified. 


(This is page 3 of a 7 page Affidavit and Application.) 
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. терін has not presented this application in any other court or to any other judge or 
The undersigned ("X" one) ‘ade al дрзна рр у у Juag 


O has presented this application in another court orto another judge or 


e judge trial referee (specify): 


Wherefore the undersigned requests that a warrant may issue commanding a proper officer to search said person 
or to enter into or upon said place or thing, search the same, and take into custody all such property. 


[x] And to submit the property described in the foregoing affidavit and application to laboratory analysis and examination: 


The evidence will be collected and submitted to the Department of Public Safety Forensic Science 


Laboratory located at 278 Colony Street in Meriden, Connecticut for physical examination, scientific 
festing and forensic analysis. 


(This is page 4 of a 7 page Affidavit and Application. КН 
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AFFIDAVIT REQUESTING DISPENSATION WITH 
REQUIREMENT OF DELIVERY 
pursuant to $ 54-33c, Connecticut General Statutes 


€ A Judge of the Superior Court or a Judge Trial Referee 
А 


the reasons set forth below, the undersigned, being ашу sworn, requests that the judge / judge trial referee dispense 
with the requirement of C.G.S. $ 54-33c that a copy of the application for the warrant and a copy of any affidavit(s) in 
support of the warrant be given to the owner, occupant or person named therein with forty-eight hours of the search: 


The personal safety of a confidential informant would be jeopardized by the giving of a copy of the affidavits at such 


D time; 


x] The search is part of a continuing investigation which would be adversely affected by the giving of a copy of the 
affidavits at such time; 


Г] The giving of such affidavits at such time would require disclosure of information or material prohibited from being 
disclosed by chapter 959a of the general statutes; 


O In addition, it is requested that the requirement of advance service of this warrant upon the customer whose financial 
records are being sought, be waived pursuant to C.G.S. $ 36a-43 (a); 


and the specific details with regard to such reasons are as follows: 
The disclosure of the aforementioned information could potentially jeopardize the ongoing investigation. 


The undersigned further requests that this affidavit also be included in such nondelivery. 


(This is page 5 of a 7 page Affidavit and US ) 
City/Town Signature and Title of Affiant 
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STATE OF CONNECTICUT SEARCH AND SEIZURE WARRANT 
SUPERIOR COURT 
The foregoing Affidavit and Application for Search and Seizure Warrant having been presented to and been considered by the under- 


signed, a Judge of the Superior Court or a Judge Trial Referee, and the foregoing Affidavit having been subscribed and sworn to by the 
Өз: before me at the time it was presented, the undersigned (a) is satisfied therefrom that grounds exist for said application, and 
in 
О 


SEARCH AND SEIZURE WARRANT 


s that said affidavit established grounds and probable cause for the undersigned to issue this Search and Seizure Warrant, such 
bable cause being the ong. From said affidavit, the undersigned finds that there is probable cause for the undersigned to believe 
that the property described in the foregoing affidavit and application is within or upon the person, if any, named or described in the 
foregoing affidavit and application, or the place or thing, if any, described in the foregoing affidavit and application, under the conditions 
and circumstances set forth in the foregoing affidavit and application, and that, therefore, a Search and Seizure warrant should issue for 


said property. 


NOW THEREFORE, by ale of the State of Connecticut, | hereby command any Police Officer of a regularly organized police 
department, any State Police Officer, any inspector in the Division of Criminal Justice, or any conservation officer, special conservation 
officer or patro! officer acting pursuant to C.G.S. $ 26-6 to whom these presents shall come within ten days after the date of this warrant 
to enter into or upon and search the place or thing described in the foregoing affidavit and application, or search the person described 


in the foregoing affidavit and application or both, to wit: 
The residence of Nancy Lanza, 36 Yogananda Street in Sandy Hook, CT. The residence is a 2 story colonial style structure, with an attached two car 


garage. The house is pale yellow with dark green shutters. The full address, 36 Yogananda Street is listed on the mailbox located in front of the house. 
Also including Connecticut registration 593XGR, 2009 BMW, color silver, registered to Nancy Lanza located within the attached garage of the house. 


for the property described in the foregoing affidavit and application, to wit: 


Blood, semen, saliva, physiological fluids and secretions, hair, fibers, fingerprints, palm prints, footprints, 
shoe prints, gunshot residue (GSR), weaponry and firearms including pistols, rifles, revolvers, shotguns, 
hatchets, axes, knives, cutting instrument and cutting tools, blunt force instruments, projectiles, ammunition, 
bullet casings and fragments, dirt, dust and soil, paint samples, glass and plastic fragments, marks of tools 
used to gain access to locked premises or containers, and items containing traces of any of the above 

“. articles or items. 
e evidence will be collected and submitted to the Department of Public Safety Forensic Science 
Laboratory located at 278 Colony Street in Meriden, Connecticut for physical examination, scientific 


testing and forensic analysis. 


[x] submit the property described in the foregoing affidavit and application to laboratory analysis and examination: 


The evidence will be collected and submitted to the Department of Public Safety Forensic 
Science Laboratory located at 278 Colony Street in Meriden, Connecticut for physical 


examination, scientific testing and forensic analysis. 


and upon finding said property to seize the same, take and keep it in custody until the further order of the court, and 
with reasonable promptness make due return of this warrant accompanied by a written inventory of all property seized. 


е foregoing request that the judge or judge trial referee dispense with the requirement of C.G.S. $ 54-33c that a copy of the 
warrant application and affidavit(s) in support of the warrant be given to the owner, occupant or person named therein and that the 
affidavit in support of such request also be included in such nondelivery is hereby: 

NOT TO EXCEED 2 WEEKS BEYOND DATE WARRANT IS EXECUTED 


GRANTED for a period of ДАР D) ө 3 20/2 


This order, or апу extension thereof, dispensing with said requirement shall not limit disclosure of such application and affidavits to 
the attorney for a person arrested in connection with or subsequent to the execution of the search warrant uniess, upon motion of 
the prosecuting authority within two weeks of such arraignment the court finds that the state's interest in continuing nondisclosure 


substantially outweighs the defendant's right to disclosure. 
ГІ DENIED. 
Г] Service of this Search Warrant upon the customer whose financial records are being sought is hereby waived, pursuant to C.G.S. 
$ Зба-43 (a). 
D... AFFIANT'S OATH MUST BE TAKEN PRIOR TO JUDGE / JUDGE TRIAL REFEREE SIGNING BELOW) 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED СМ SEARCH AND SEIZURE WARRANT | Inventory control number ] 
Judiciai District of G.A. | At (Address or Court) Date of seizure 
le white meyer 
Dockei number Uniform arrest number Police case number Companion case number 

Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 

The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 

with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 


listed on the mailbox located in front of the house. Also including Connecticut registration 593XGR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house. 



















and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: , consisting of 


Item #6 - One small caliber bullet (live round) labeled "C". 
Item #9 - (5) Winchester 12ga. shotgun shells, cut open, with buckshot. 
Item #13 - Contents of brown gun safe to include the following: 
- One white plastic bag containing (30) Winchester 12да. shotgun shells. 
- Black leather handgun holster. 
- "Planters" can with numerous .22cal. and .45 cal. bullets. 
- Box containing (8) boxes of Winchester Windcat .22cal. bullets with 50 rounds per box. 
- Box with 20 "Estate" 12ga. shotgun shells. 
- (4) boxes of "SB" buckshot 12ga., 10 rounds per box. 
- Box of "Lightfield" 12ga. slugs. 
® - Box of 20 "Prvi Partizan" 303 British rifle cartridges. 
- Box of 20 - "Federal" 303 British rifle cartridges. 
- 2 boxes of 22 long rifle "Blazer", 50 rounds each. 
- Small plastic bag of screws and allen. 
- Small blue folding knife. 
- Wooden box with numerous rounds of "Winchester" .45cal bullets. 
- (2) boxes of 50 rounds - "PPU .45cal. auto. 
- Box of 20 rounds "Remington" .223cal. 
- (3) boxes of "Blazer" 40 S&W, 50 rounds each. 
- (2) boxes of "Winchester" 5.56mm, 20 rounds each. 
- Box of "Magtech" 45ACP with 30 rounds. 
- Empty box of "SSA" 5.56mm. 
- Box of "Fiocchi" .45auto with 48 rounds, 
- Box for "Battle Tested" vest accessories. 
- Leather Опа! magazine holder. 
- 80 rounds of "CCI" .22 long rifle. 
(6) boxes of "PMC" .223 rem, 20 rounds each. 
- "Safariland" holster paperwork. 
- (6) "Winchester" 9 pellet buckshot shells (12ga.) 
- (2) "Remington" 12да. slugs | 
**** CONTINUED ON NEXT PAGE******** CONTINUED ON NEXT PAGE ***** CONTINUED ON NEXT PAGE ***** 


and | gave a copy of such warrantto Owner, and son deceased. No copy distributed. , the owner or occupant of 


the dwelling, structure, motor vehicle or piace designated therein, or to ; 
the person named therein, on (Date) 

(This is page 6 of a 6 page Affidavit and Application.) 
Date . j 


Sign=d (Officers signature ena 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED CN SEARCH AND SEIZURE WARRANT la 


Judicial District of G.A. |At (Address of Court) 


Ia UG Kere 


Uniform arrest number 





Date of seizure 
ПАЛЬМ cc 12-14-12 
Police case number Companion case number 


CFS12-00705354 CFS12-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 













Docket number 


CR- 























The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St is 
listed on the mailbox located in front of the house. Also including Connecticut registration 593X GR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house. 


end found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: , consisting of 


Continuation of ltem #13: 

- 3"Winchester" .223 rifle rounds. 

- (31) .22cal. rounds. 
Item #14 - One Enfield Albian bolt action rifle, .323 caliber, model по. 44MKI, SN HC22273A 
Item #15 - Contents from second shelf in bedroom closet to include: 

- (2) boxes of "Underwood" 10mm auto each with 50 rounds. 

- (130) rounds of "Lawman" 9mm luger in 3 boxes, 


- Handwritten note card regarding ammunition and magazines 
- "Glock" handgun manual 


- MD-20, 20 round shotgun magazine manual 
Ф - MD Arms V-Plug guide 
- Plastic bag of misc. parts. 
- "Peltor" ear plugs. 
Item #17 - Contents from third shelf in bedroom closet to include: 
- (2) spent shell casings from factory for Giock 10mm, SN - SMA461. 
- "Bushmaster" XM15 and C15 instruction manual. 
- "Savage Arms" bolt action rifle manual. 
- "Glock" paperwork. 
- (1) "Promag" 20 round, 12ga. drum magazine. 
- (1) "MDArms" 20 round 12ga. drum magazine. 
- (1) "Uncle Mikes" Sidekick nylon holster. 
- (1) Metal Bayonet 
- Small box of misc. rounds. 
Item #20 - Contents of top drawer of filing cabinet to include: 
- Empty box of "Gold Dot" 9mm luger. 
- (2) empty boxes of "Winchester" 9mm luger. 
- Box of "Underwood" 10mm auto with 34 of 50 rounds. 
- Magazine with 10 rounds of .223cal bullets. 
- Box of misc. 9mm rounds (29 total). 
- (3) "AGP Arms Inc" 12ga. shotgun magazines (empty). 
***** CONTINUED ON NEXT РАСЕ******** CONTINUED ON NEXT PAGE ***** CONTINUED ON NEXT PAGE ***** 


and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. 
the dwelling, structure, motor vehicte or place designated therein, or to 

the person named therein, on (Date) 

(This is page 6 of a 6 page Affidavit and Application.) 


e Signed (Officer's signature and department) 
2.- - 4 4 = 


JD-CR-61 Rev. 5-10 


, the owner or occupant of 














06022 








Sec 2 - Scene Search Reports for 36 Yogananda.pdf 


RETURN FOR AND INVENTORY 
PROPERTY SEIZED ON SEARCH AND SEIZURE WARRART 









Inventory control number 





Date of seizure 





À. | At (Address of Court) 
DANnGue: 31 146 (Иде ST DARAT [12-14-12 

Docket number Uniform arrest number Police case number Companion case number 
Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 

The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 


listed on the mailbox located in front of the house. Also including Connecticut registration 593XGR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house, 






Judicial District of 






and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: , consisting of 


CONTINUATION OF ITEM #20: | 
- (1) "Surefire GunMag" magazine with 8 rounds of Winchester 12да. 9pellet buck. 
- (2) "AGP Arms Inc" 12ga. shotgun magazines, taped together, each with 10 rounds 
Winchester 12ga. 9 pellet buck. 
- (1) "High Sierra" fanny pack. 
Кет #21 - One "Savage Mark II" .22cal rifle, SN 1605038, with magazine, 3 live rounds, and 1 spent cartridge. 
Мет #22 - (1) spent .22cal shell casing. 
Item #26 - One cotton swab of BLS (Blood Like Substance). 
Item #30 - (1) tan sheet with BLS. 
Item #36 - (1) tan fitted sheet with BLS. 
Item #37 - (1) orange towel with green and white stripes, and BLS. 
Нет #42 - (5) paper targets. 
Item #45 - One cardboard target. 
Item #47 - Contents of "Nike" shoe box to include: 
- One small plastic bag containing numerous .22cal. bullets. 
- (2) empty “Ram Line" magazines for Ruger 10-22. 
Item #48 - Tan bag containing personal hygiene items, ear protection, and plastic bag with numerous 
"Blazer" .45cal. bullets. 
item #54 - One "AGP Arms Inc" Gen 2 12ga. shotgun magazine with 10 rounds of Winchester 12ga. 9 pel. buck. 
Item #57 - One blue and white duffel bag containing the following: 
- Full box of "Blazer" .22cal long rifle (50 rounds). 
- Leightning L3 ear protection. 
- (2) sets of eye protection. 
- "Simmons" binoculars. 
- Box of "PPU" 303 British cartridges with 9 rounds. 
- (2) "Win 9mm" rounds, 
- Numerous paper targets. 
- Adam Lanza National Rifle Association certificate. 
ltem #65 - One brass colored shell casing. 


Item #66 - One brass colored shell casing. 





and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. ‚ the owner or occupant of 


the dwelling, structure, motor vehicle or place designated thersin, or to , 





the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application.) 





Date Signed (Officer's signature and denarimeri 
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Judicial District of С.А. | At (Address of Court) Date of seizure 

с |146 White St, Danbury 12-17-12 

Docket number Uniform arrest number Police case number Companion case number 
R- I CFS12-00705354 CFS12-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 


The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of ће house. Also including Connecticut registration 593XGR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house. | 


RETURN.FOR AND INVENTORY 
PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT 

















and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: none ‚ consisting of 


ADDENDUM TO RETURN SUBMITTED ON 12-17-12 


Item #91 - One digital image print of a child and various firearms. 


and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. ‚ the owner or occupant of 


the dwelling, structure, motor vehicle or place designated therein, or to Р 





the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application.) 
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State of Connecticut REPORT TYPE: - ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety INITIAL CONTINUATION | | STATEMENTS 


Narrative Report BS SUPPLEMENTARY | | PHOTOGRAPHS CFS12-00705354 





RE-OPEN SKETCH MAP 
ASSIST EVIDENCE 


@..... (Revised 04/03) CLOSING TELETYPE Page / of 2 
OTHER 


Search Warrant / Scene Search Report 


On December 14, 2012 at approximately 1925 hours a search warrant was obtained as part 
of the investigation of a homicide that occurred at 36 Yogananda St., Sandy Hook, CT. 


Scene Security Maintained by: Various Officers from numerous area Police Departments. 
Location of Search: Residence of Nancy Lanza, 36 Yogananda St., Sandy Hook, СТ. 


Affiants: Detective James McGlynn #1268 CSP CDMCS 
Detective Scott Wisner #507 CSP CDMCS 


Time & Date Warrant signed: Friday December 14, 2012 at 1925 hours. 
Authorizing Judge: Honorable Judge John F. Blawie 
Qon Sealed: Yes 
Time Scene Entered: Friday December 14, 2012 at approximately 1945 hours. 
Time Search Terminated: Monday December 17, 2012 at approximately 1655 hours. 
Time Scene Secured: Remains secured as of the date of this report. 
Detectives Conducting Search: ^ Det. Ryan Luther, Det. Jeffery Payette, Det. Daniel Cargill, 
Det. David Lamoureux, Det. Keith Hoyt, Det. Priscilla Vining and Supervised by Sgt. John 


Turner. 


C.G.S. 54-33c Requirement: Warrant was sealed. No copy was left at the residence due to all 
residents being deceased. 


CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


|» | 1-АСТМЕ | | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE, OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 





M THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 


EIVED BY ME. 
SUPERVISOR SIGNA | 
Фе 
ohn Turner 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety INITIAL CONTINUATION | | STATEMENTS 


Narrative Report i SUPPLEMENTARY нана CFS12-00705354 


RE-OPEN 
ASSIST 
S-302-C (Revised 04/03) CLOSING Page zof 2- 





Date, Time & Court Where Return was Made: Monday, December 17, 2012 
at approximately 1400 hours at GA 3 located at 146 White St., Danbury, 


CT. 





Person Making Return: Detective Jeffrey Payette H679, Eastern District Major Crime Squad. 





Copy Of Warrant Attached: Yes, with attached Return Addendum. 


Case Status: This case is open and under investigation. 


CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| 2| 1-АСТІМЕ | | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED . 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER, 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 


ROM THE PERSONS NAMED ОК IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
SUPERVISOR URE 
N 
Sgt. John Turner 


06026 








Sec 2 - Scene Search Reports for 36 Yogananda.pdf 


AFFIDAVIT AND APPLICATION STATE OF CONNECTICUT 


SEARCH AND SEIZURE WARRANT SUPERIOR COURT 
JD-CR-61 Rev. 3-10 


C.G.S. 88 54-33a, 54-33c, 54-33] wwwjudictgov 





Form JD-CR-52 must also be completed 
dii To Applicant Instructions To G.A. Clerk 
File the application for the warrant and all affidavits upon which Upon execution and retum of the warrant, affidavits which are 
the warrant is based with the clerk of the court for the geographical the subject of an order dispensing with the requirement of giving 
area within which any person who may be arrested in connection a copy to the owner, occupant or person within forty-eight hours 
with or subsequent to the execution of the search warrant would shall remain in the custody of the clerk's office in a secure 
be presented, together with the return of the warrant. location apart from the remainder of the court file. 


Police Case number CFS-12-00704559 


TO: A Judge of the Superior Court or a Judge Trial Referee 
The undersigned, being duly sworn, complains on oath that the undersigned has probable cause to believe that certain 
property, to wit: 

Computers (including gaming devices and cellular telephones), zip disks, CD's, CDR's, DVD's, and other 
electronic storage media because; (1) The objects themselves may be instrumentalities, fruits, or evidence of a 
crime and (2) The objects may have been used to collect and store information about crimes in the form of 
electronic "data" (as defined by Connecticut General Statutes 53a-250(8)). Such data may include image files, 
video files, text files, or other electronically stored documents. Connecticut General Statutes define a “computer” 
as a programmable, electronic device capable of accepting and processing data, such as a gaming console, 
cellular telephone, and other similar devices. 


O is possessed, controlled, designed or intended for use or which is or has been or may be used as the means of 
committing the criminal offense of: 


o was stolen or embezzled from: 
[X] constitutes evidence of the following offense or that a particular person participated in the commission of the offense of: 


Murder, in violation of Connecticut General Statute 53a-54c 
Г] is in the possession, custody or control of a journalist or news organization, to wit: 


[ ] and such person or organization has committed or is committing the following offense which is related to such 
property: 





| | and such property constitutes contraband or an instrumentality of the criminal offense of: 


And is within or upon a certain person, place, or thing, to wit: 


The residence of Nancy and Adam Lanza, 36 Yogananda Street in Sandy Hook, CT. The residence is a 2 story colonial style structure, with an 
attached two car garage. The house is pale yellow with dark green shutters and a dark green front door. The full address, 36 Yogananda Street is listed 


on the mailbox located in front of the house. 


(This is page 1 of a 8 page Affidavit and ud e — ) 
City/Town 


Ones” 


LETO: TD, 


Subscribed and swom to before me on (Date) 






Signature and Title of Affiant 


poe | per АЙ c 


ILL `\2©% 









у | Уа 


ООО? 


Jurat 
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And the facts establishing the grounds for issuing a Search and Seizure Warrant are the following: 


1. That the affiant Detective James McGlynn, #1268 is a regular swom member of the Connecticut State 

@ Police Department and has been a member of said Department for the past 23 years having participated in 

numerous criminal investigations, which have led to arrests and convictions. That the affiant McGlynn is 
presently assigned to the State Police Central District Major Crime Squad. 


. That the affiant Detective Scott Wisner, #507 is a regular sworn member of the Connecticut State Police 
Department and has been a member of said Department for the past 20 years having participated in 
numerous criminal investigations, which have led to arrests and convictions. That the affiant Wisner is 
presently assigned to the State Police Central District Major Crime Squad. 


3. That on Friday, 12/14/12, at approximately 0935 hours, Newtown Police Department received a 911 call 
from a caller at the Sandy Hook Elementary School, 12 Dickinson Drive in Newtown, CT. The caller 
reported that an active shooting situation was occurring at the Sandy Hook Elementary School. 


4. That as a result of the 911 call, numerous law enforcement personnel including members from the 
Newtown Police Department and the Connecticut State Police responded to Sandy Hook Elementary 
School, in Newtown. Upon arrival, law enforcement personnel conducted a search of the interior and 
exterior of the school. Investigators located CT registration 872YEO, a 2010, black colored Honda Civic 
unoccupied and parked in the fire lane directly in front of the school. The registered owner for the Honda 
Civic is Nancy Lanza, DOB 09/06/60, 36 Yogananda Street in Sandy Hook, CT. 


5. That as investigators entered the school numerous school children and school personnel were located 
deceased from apparent gunshot wounds in the first three classrooms located off the main hallway, 
adjacent to the school's front entrance. That investigators also located a teenaged white male dressed in 
military style clothing, wearing a bullet proof vest lying deceased on the floor in the middle classroom. 

% That the deceased male was іп possession of several handguns as well as a military style assault weapon. 
That the deceased male has been tentatively identified as Adam Lanza, DOB 04/22/92, who resides at 36 
Yogananda Street in Sandy Hook, CT. 


6. That law enforcement personnel including members of the Connecticut State Police, Emergency Service 
Unit, responded to the residence of Nancy Lanza at 36 Yogananda Street in Sandy Hook, CT. Upon 
arrival at Lanza's residence, Connecticut State Police Emergency Service Unit gained entry into the house 
and located a deceased middle aged white female lying in a supine position on a bed in the 274 floor 
master bedroom. The white female sustained an apparent gunshot wound to her forehead. Investigators 
located a rifle on the floor near the bed. The deceased white female is presumed to be Nancy Lanza, DOB 
09/06/60. 


7. That, investigators also noted a smashed computer hard drive on top of a desk in what is believed to be 
Adam Lanza's bedroom. Investigators also noted a gaming console and gun safe in the same room. 


N 


8. That investigators determined that on 12/12/12, an individual logged onto a website called 4Chan.com and 
anonymously posted “T'm going to kill myself on friday and it will make the news. be watching at 9 am.” 
That another anonymous individual asked, “Where at?” The first individual responded “I live in 
Connecticut, thats as much as ГЇЇ say.” 


9. That additionally on 12/14/12, a concerned individual in Texas contacted the Hartford Police Department 


(This is page 2 of a 8 page Affidavit and Application.) 


АЕ [e 
12.44.17. | DET 2956 ү се 





Signature and Title of Affiant 

















Neu toun 
Ue DA x 


Subscribed and swom to before me on (Date) Signed (Judge/Judg@ Trial Referee) ( ) 
Jurat POl E j РА 
Li / LO 45028 РК РИ 


\ P A * { е UA 
INS Cu FoU. l AES 
JD-CR-51 Rev.3-10 
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and reported that her son was playing a video game named “Call of Duty' approximately 20 hours ago. 
She continued that a gamer with the screen name [RaWr]i<3EmoGirls (hereinafter “User”) stated: “next 
week or very soon there maybe a shooting at my school and other schools so if i die remember me plz if i 

© don't get on for 3-5 not including weeks that means i died and im being 100 percent serious.” The User 
then stated: “something might go bad tomorrow this could possibly be my last moments alive.-.” Finally, 
User stated, “as far as i know theres a list of ppl that are gunna get shot-. I hope I aint on it.” 


That the individual took screen shots of the video game chats and forwarded them to the Hartford Police 


That 12/14/12, Agents of the Federal Bureau of Investigation interviewed 05 

rarely leaves his home and considers 
him to be a shut in and an avid gamer who plays Call of Duty, amongst other games. 
has a gun safe containing at least four guns. 
had attended Sandy Hook Elementary School and that the school was Adam Lanza's “life.” 


10. 













11. 


12. That on 12/14/12 the affiants applied for and received a Search and Seizure Warrant (Mincey Warrant) for 
the residence located at 36 Yogananda Street in Sandy Hook, Connecticut. The Search and Seizure 
Warrant was authorized by the Honorable John F. Blawie. 


13. That the Affiants have knowledge that any computers and their related storage devices, including but not 
limited to computers (including gaming devices and cellular telephones), zip disks, CD's, CDR's, DVD's, 
and other electronic storage media because; (1) The objects themselves may be instrumentalities, fruits, or 
evidence of a crime and (2) The objects may have been used to collect and store information about crimes 
in the form of electronic "data" (as defined by Connecticut General Statutes 53a-250(8)). Such data may 
include image files, video files, text files, or other electronically stored documents. Connecticut General 

@ Statutes define a “computer” as a programmable, electronic device capable of accepting and processing 
data, such as a gaming console, cellular telephone, and other similar devices. 


14. That the Affiants are requesting authorization to make human readable copies or recordings of the 
computer data contained within these devices in order to preserve and protect the information and to 
thereafter seize, read, listen to, copy, and maintain the described property. 


15. That the computer system, computer system documentation, gaming devices, cellular telephones and data 
will be sent to the Department of Public Safety Computer and Electronics Unit (278 Colony St in 
Meriden, CT) and/or other recognized and accredited forensic science laboratory for forensic examination 
and review. The Department of Public Safety Computer and Electronics Unit is one of several units in the 
state that has the ability and established procedures for retrieving and duplicating such electronic data and 
information stored within a computer system as defined by Connecticut General Statute 53a-250, or 
associated media devices capable of storing data as defined by Connecticut General Statute 53a-250(8). 


16. Based upon the facts and circumstances described above, your Affiants have probable cause to believe 
that evidence of the crime of murder, in violation of Connecticut General Statute 53a-54c, will be found 
within 36 Yogananda Street in Sandy Hook, Connecticut, and its curtilage. 


17. Therefore, your affiants are requesting a Search and Seizure Warrant be issued for the residence at 36 


(This is page 3 of a 8 page Affidavit and Application.) 


City/Town Date ignature and Titi (Алтын 
O ic. 12.14.12 | Der 9 LON W < 


New han A Bort risi 




















pue Subscribed and swom to before me on (Date) Signed (Judge/Judgé пар Реѓегер [< d 
ura TF) q 
f Ze tx Ot oKo2az 4 VA “СЫЛА 
== ii SS 


JD-CR-61 Rev. 3-10 
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Yogananda Street in Sandy Hook, Connecticut, and its curtilage for including but not limited to 
computers (including gaming devices and cellular telephones), zip disks, CD's, CDR's, DVD's, and other 
electronic storage media because; (1) The objects themselves may be instrumentalities, fruits, or evidence 
e of a crime and (2) The objects may have been used to collect and store information about crimes in the 

form of electronic "data" (as defined by Connecticut General Statutes 53a-250(8)). Such data may include 
image files, video files, text files, or other electronically stored documents. Connecticut General Statutes 
define a “computer” as a programmable, electronic device capable of accepting and processing data, such 
as a gaming console, cellular telephone, and other similar devices. 


(This is page 4 of a 8 page Affidavit and AA | ) 
City/Town Signature ang Title ofAifiant 


Newton TALOT жле | per DR МУ cc 


Subscribed and swom to before me on (Date) Signed Tudod dé тла! Кей 


Jurat | Ni 12. 









JD-CR-61 Rev. 3-10 
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has not presented this application in any other court or to any other judge or 
judge trial referee. 


0 has presented this application in another court or to another judge or 


© | judge trial referee (specify): 


The undersigned ("X"one) [x] 


Wherefore the undersigned requests that a warrant may issue commanding a proper officer to search said person 
or to enter into or upon said place or thing, search the same, and take into custody all such property. 


| 
| [x] And to submit the property described in the foregoing affidavit and application to laboratory analysis and examination: 


Department of Public Safety Computer and Electronics Unit (278 Colony St in Meriden, CT) and/or other 
recognized and accredited forensic science laboratory for forensic examination and review. 


(This is page 5 of a 8 page Affidavit and TEM uc ) 
City/Town 


e Ne town 


Мал tow 


Subscribed and i me on (Date) 
р 201; 
— a m d = ы. > 





ignature and Title of Affiant 


rase. [pe UG 


р a A — (77 2 с X 
Signed ш }7 P 


0603 LZ. 
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AFFIDAVIT REQUESTING DISPENSATION WITH 
REQUIREMENT OF DELIVERY 
pursuant to 8 54-33c, Connecticut General Statutes 
© A Judge of the Superior Court or a Judge Trial Referee 
Г 


the reasons set forth below, the undersigned, being ашу sworn, requests that the judge / judge trial referee dispense 
with the requirement of C.G.S. $ 54-33c that a copy of the application for the warrant and а copy of any affidavit(s) in 
support of the warrant be given to the owner, occupant or person named therein with forty-eight hours of the search: 


The personal safety of a confidential informant would be jeopardized by the giving of a copy of the affidavits at such 


L] time; 


E The search is part of a continuing investigation which would be adversely affected by the giving of a copy о the 
affidavits at such time; 


O The giving of such affidavits at such time would require disclosure of information or material prohibited from being 
disclosed by chapter 959a of the general statutes; 


Г] In addition, it is requested thai the requirement of advance service of this warrant upon the customer whose financial 
records are being sought, be waived pursuant to C.G.S. 8 36a-43 (a); 


and the specific details with regard to such reasons are as follows: 


This is an active and evolving investigation in which the identification of additional suspect(s) and co-conspirators could 
be potentially compromised by disclosure of the aforementioned information at this juncture. 


The undersigned further requests that this affidavit also be included in such nondelivery. 


(This is page 6 of a 8 page Affidavit and Application.) 


City/Town [| Date | 
Netto 02.18-17 


% 


Кыш Cou 


ji "Subscribed and swom to before me on (Date) 
ura foi 
Lye Id 7246 


JD-CR-61 Rev. 3-10 









Signature and Tiye'of Affiant 
E V 
poet CODA V , 


o LR Dos 






(2: 4-12. 
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SEARCH AND SEIZURE WARRANT STATE OF CONNECTICUT SEARCH AND SEIZURE WARRANT 
SUPERIOR COURT 


The foregoing Affidavit and Application for Search and Seizure Warrant having been presented to and been considered by the under- 
signed, a Judge of the Superior Court or a Judge Trial Referee, and the foregoing Affidavit having been subscribed and sworn to by the 

nt(s) before me at the time it was presented, the undersigned (a) is satisfied therefrom that grounds exist for said application, and 

inds that said affidavit established grounds and probable cause for the undersigned to issue this Search and Seizure Warrant, such 
probable cause being the following: From said affidavit, the undersigned finds that there is probable cause for the undersigned to believe 
that the property described in the foregoing affidavit and application is within or upon the person, if any, named or described in the 
foregoing affidavit and application, or the place or thing, if any, described in the foregoing affidavit and application, under the conditions 
and circumstances set forth in the foregoing affidavit and application, and that, therefore, a Search and Seizure warrant should issue for 
said property. 


NOW THEREFORE, by Authority of the State of Connecticut, | hereby command any Police Officer of a regulariy organized police 
department, any State Police Officer, any inspector in the Division of Criminal Justice, or any conservation officer, special conservation 
officer or patrol officer acting pursuant to C.G.S. 8 26-6 to whom these presents shall come within ten days after the date of this warrant 
to enter into or upon and search the place or thing described in the foregoing affidavit and application, or search the person described 
in the foregoing affidavit and application or both, to wit: | 


The residence of Nancy and Adam Lanza, 36 Yogananda Street in Sandy Hook, CT. The residence is а 2 story colonial style structure, with an 
attached two car garage. The house is pale yellow with dark green shutters and a dark green front door. The full address, 36 Yogananda Street is listed 


on the mailbox located in front of the house. 


for the property described in the foregoing affidavit and application, to wit: 


Computers (including gaming devices and cellular telephones), zip disks, CD's, CDR's, DVD's, and other 
electronic storage media because; (1) The objects themselves may be instrumentalities, fruits, or evidence of a 
crime and (2) The objects may have been used to collect and store information about crimes in the form of 
electronic "data" (as defined by Connecticut General Statutes 53a-250(8)). Such data may include image files, 
video files, text files, or other electronically stored documents. Connecticut General Statutes define a “computer” 

a programmable, electronic device capable of accepting and processing data, such as a gaming console, 
lular telephone, and other similar devices. 


[x] submit the property described in the foregoing affidavit and application to laboratory analysis and examination: 


Department of Public Safety Computer and Electronics Unit (278 Colony St in Meriden, CT) and/or 
other recognized and accredited forensic science laboratory for forensic examination and review. 


and upon finding said property to seize the same, take and keep itin custody until the further order ofthe court, and 
with reasonabie promptness make due return of this warrant accompanied by a written inventory of all property seized. 


e foregoing request that the judge or judge trial referee dispense with the requirement of C.G.S. 8 54-33c that a copy of the 
warrant application and affidavit(s) in support ofthe warrant be given to the owner, occupant or person named therein and that the 
affidavit in support of such request also be included in such nondelivery is hereby: 


NOT TO EXCEED 2 WEEKS BEYOND DATE WARRANT 15 EXECUTED 
[EY GRANTED for a period of Dea 2% 20/2. 


This order, or any extension thereof, dispensing with said requirement shall not limit disclosure of such application and affidavits to 
the attorney for a person arrested in connection with or subsequent to the execution of the search warrant unless, upon motion of 
the prosecuting authority within two weeks of such arraignment the court finds that the state's interest in continuing nondisclosure 
substantially outweighs the defendant's right to disclosure. 


Г] DENIED. 


O Service of this Search Warrant upon the customer whose financial records are being sought is hereby waived, pursuant to C.G.S. 
8 36a-43 (a). 


P. AFFIANT'S OATH MUST BE TAKEN PRIOR TO JUDGE / JUDGE TRIAL REFEREE SIGNING BELOW) 


W'his is page 7 of a 8 page Affidavit and Application.) 


Date At (Time) | | ap 
Signed at /А Шы соз. ‚ Connecticut, on: Ls v A 224% pm. 
Signed (Judge/Judge na) Referee) E Prini name of Judicial Officiai 1 
la GÚN MS Form John E. Blawis 


JD-CR-61 Rev. 3- óf 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT | 


Judicial District of Ai (Address of Court) 
Еске! number Uniform arresi number Police case number Companion case number 
CR- CFS-12-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 







The residence ot Nancy and Adam Lanza, 36 Yogananda Street in Sandy Hook, CT. The residence is a 2 story colonial style structure, with an 


attached two car garage. The house is pale yellow with dark green shutters and a dark green front door. The full address, 36 Yogananda Street is listed 
on the mailbox located in front of the house. 


and found thereon or therein, seized, and now hold in custody, the following property: 


C] Total Cash Seized: ‚ consisting of 


and | gave a copy of such warrant to , the owner or occupant of 
the dwelling, structure, motor vehicle or place designated therein, orto 


e. named therein, on (Date) 
is is page 8 of a 8 page Affidavit and Application.) 


Date | Signed (Officer's signature and department) 


NOTE: Form JD-CR-61, pages 1 - 8 must be supplemented by Form JD-CR-52. 
06034 
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Inventory control number i 


^ əм, ——— Date of seizure 

= 2 KAK Al 222227 VALA 12-14-12 

Uniform arresi number Polic® case nUmber Companion case number 

A CFS12-00705354 / 12-00704559 | CFS12-00704559 
Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 
The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of the house. 


RETURN FOR AKD INVENTORY 
PROPERTY SEIZED ON SEARCH AND SEIZURE WARRART 


















Judicial District of 





and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: none , consisting of 





Item #1 - "Seagate" Barracuda 500gb hard drive, damaged. 
Item #2 - One custom built desktop computer with no hard drive. 
Item #3 - One “Sony Playstation 2" game console with controller and 8mb memory card. 
Item #4 - One Dell laptop, Inspiron 6000, SN - 05 
Item #5 - One “Apple Iphone”. 
Item #12 - One "Microsoft Xbox" with partially obliterated serial number. 
Item #19 - One "Naturalizer" shoe box containing misc. video game parts and memory cards. 
Item #24 - One "Transcend" Storjet 160gb external USB hard drive. 
Item #25 - One hard drive platter. 
Item #27 - One "LG" Verizon cell phone with battery. 
Item #31 - One "Ivarea" USB device. 
© #38 - One "Brother" MFG-J825DW fax machine. 
Мет #41 - One AT&T telephone with digital answering system. 
Нет #43 - One "XBox 360" game console, SN MES. 
Item #44 - One "Western Digital" WD800 80gb internal IDE hard drive. 
Item #58 - Contents of white plastic bag to include misc. vehicle paperwork, 6 verbatim CD-R's, handwritten notes 
regarding the addresses of local gun shops, and a Garmin Nuvi GPS unit with cord. 





and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. ‚ the owner or occupant of 


the dwelling, structure, motor vehicle or place designated therein, or to 





the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application.) 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT cc | 


Judicial District of G.A. | At (Address of Court} Date of seizure 
Danbury 146 White St., Danbury 12-17-12 


Docket number Uniform arrest number Police case number Companion case number 
CR- ene | СЕ512-00705354 / 12-00704559 | CFS12-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, piace or thing 
named therein, to wit: 






The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St is 
listed on the mailbox located in front of the house. 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: none , consisting of 


ADDENDUM TO RETURN SUBMITTED ON 12-17-12 


Item #90 - One "Verizon Samsung" clamshell style cellular telephone with box and manuals. 
Item #92 - One "Blackberry" Verizon cellular telephone. 


Item #93 - One "Lynksys" Wireless-G broadband router, SN А 
Item #94 - One "Motorola" Surfboard cable modem, SN А 


Item #95 - One "Cisco" DVR, model 8650HDC. 


and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. , the owner or occupant of 


the dwelling, structure, motor vehicle or place designated therein, or to ‚ 





the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application.) 









NETA 2 
NOTE: Form JITRA 
JD-CR-51 Rev. 3-10 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety INITIAL CONTINUATION [ | STATEMENTS 


Narrative Report a SUPPLEMENTARY PHOTOGRAPHS CFS12-00705354 


M RE-OPEN SKETCH MAP 
ASSIST 
S-302-C (Revised 04/03) CLOSING Page | of 2 





Search Warrant / Scene Search Report 


On December 16, 2012 at approximately 1631 hours a search warrant was obtained as part 
of the investigation of a homicide that occurred at 36 Yogananda St., Sandy Hook, CT. 


Scene Security Maintained by: Various Officers from numerous area Police Departments. 
Location of Search: Residence of Nancy Lanza, 36 Yogananda St., Sandy Hook, СТ. 


Affiants: Detective James McGlynn #1268 CSP CDMCS 
Detective Scott Wisner #507 - CSP CDMCS 


Time & Date Warrant signed: Sunday December 16, 2012 at 1631 hours. 
Authorizing Judge: . Honorable Judge John F. Blawie 


eo" Sealed: Yes 


Time Scene Entered: Friday December 14, 2012 at approximately 1945 hours. Residence 
was entered under the authority of prior search warrants (see supplemental reports) and the scene 
remained secure throughout the entire search (and remains secured as of the date of this report). 


Time Search Terminated: Monday December 17, 2012 at approximately 1655 hours. 
Time Scene Secured: Remains secured as of the date of this report. 
Detectives Conducting Search: Det. Ryan Luther, Det. Jeffery Payette, Det. Daniel Cargill, 


Det. David Lamoureux, Det. Keith Hoyt, Det. Priscilla Vining and Supervised by Sgt. John 
Turner. 









CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


[A] 1-АСТІМЕ [| 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED [ | D-VICTIM UNCOOPERATIVE 
[ | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT Г | B-PROSECUTION DENIED [ | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED Г | F-FUGITIVE [ | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER, 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
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AFFIDAVIT AND APPLICATION eave ӨЕ бОЙНЕСТЕЙТ + 
SEARCH AND SEIZURE WARRANT SUPERIOR COURT P а 
JD-CR-61 Rev. 3-10 ас + y 
C.G.S. $$ 54-33a, 54-330, 54-33] www. fdc gov ER 
Form JD-CR-52 must also be completed 

tructions To Applicant Instructions To G.A. Clerk 

the application for the warrant and all affidavits upon which Upon execution and retum of the warrant, affidavits which are 
the warrant is based with the clerk of the court for the geographical the subject of an order dispensing with the requirement of giving 
area within which any person who may be arrested in connection a copy to the owner, occupant or person within forty-eight hours 
with or subsequent to the execution of the search warrant would shall remain in the custody of the clerk's office in a secure 
be presented, together with the return of the warrant. location apart from the remainder of the court file. 


Police Case number CFS# 12-00704559 


TO: A Judge of the Superior Court or a Judge Trial Referee 
The undersigned, being ашу sworn, complains on oath that the undersigned has probable cause to believe that certain 
property, to wit: 

Written documentation presumed to be authored and/or collected by Adam Lanza and/or Nancy Lanza, 
referencing or pertaining to Adam Lanza and/or Nancy Lanza. These documents include but are not 
limited to drawings, written notes, typed notes, medical records, psychiatric records, prescriptions 
telephone records, school records, receipts and subscriptions, along with newspaper clippings pertaining 
to Adam Lanza and/or Nancy Lanza. 


O is possessed, controlled, designed or intended for use or which is or has been or may be used as the means of 
committing the criminal offense of: 


was stolen or embezzled from: 
constitutes evidence of the following offense or that a particular person participated in the commission of the offense of. 


Murder, in violation of Connecticut General Statute 53a-54c 
[C] is in the possession, custody or control of a journalist or news organization, to wit: 





ГІ and such person or organization has committed or is committing the following offense which is related to such 
property: 








ГІ and such property constitutes contraband or an instrumentality of the criminal offense of: 





And is within or upon a certain person, place, or thing, to wit: 


The residence of Nancy and Adam Lanza, 36 Yogananda Street in Sandy Hook, CT. The residence is a 2 story 
colonial style structure, with an attached two car garage. The house is pale yellow with dark green shutters. The 
full address, 36 Yogananda Street is listed on the mailbox located in front of the house. 


(This is page 1 of a 7 page Affidavit and Application.) 
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And the facts establishing the grounds for issuing a Search and Seizure Warrant are the following: 


1. That the affiant Detective Matthew E LaCluyze, #0548 is a regular sworn member of the Connecticut State 

Police Department and has been a member of said Department for the past 10 years having participated in 

e numerous criminal investigations, which have led to arrests and convictions. That the affiant LaCluyze is 
presently assigned to the State Police Central District Major Crime Squad. 


2. That the affiant Detective James Nolting, #1022 is a regular sworn member of the Connecticut State Police 
Department and has been a member of said Department for the past 7 years having participated in 
numerous criminal investigations, which have led to arrests and convictions. That the affiant Nolting is 
presently assigned to the State Police Central District Major Crime Squad. 


3. That on Friday, 12/14/12, at approximately 0935 hours, Newtown Police Department received a 911 call 
from a caller at the Sandy Hook Elementary School, 12 Dickinson Drive in Newtown, CT. The caller 
reported that an active shooting situation was occurring at the Sandy Hook Elementary School. 


4. That as a result of the 911 call, numerous law enforcement personnel including members from the 
Newtown Police Department and the Connecticut State Police responded to Sandy Hook Elementary 
School, in Newtown. Upon arrival, law enforcement personnel conducted a search of the interior and 
exterior of the school. Investigators located CT registration 872YEO, a 2010, black colored Honda Civic 
unoccupied and parked in the fire lane directly in front of the school. The registered owner for the Honda 
Civic is Nancy Lanza, DOB 09/06/60, 36 Yogananda Street in Sandy Hook, CT. 


5. That as investigators entered the school numerous school children and school personnel were located 
deceased from apparent gunshot wounds in the first three classrooms located off the main hallway, 
adjacent to the school's front entrance. That investigators also located a teenaged white male dressed in 
military style clothing, wearing a bullet proof vest lying deceased on the floor in the middle classroom. 
That the deceased male was in possession of several handguns as well as a military style assault weapon. 

o That the deceased male has been tentatively identified as Adam Lanza, DOB 04/22/92, who resides at 36 
written documentation to include but not limited to drawings, written notes, typed notes, medical records, 
psychiatric records, telephone records, and school records pertaining to Adam Lanza and/or Nancy Lanza. 
Yogananda Street in Sandy Hook, CT. 


6. That law enforcement personnel including members of the Connecticut State Police, Emergency Service 
Unit, responded to the residence of Nancy Lanza at 36 Yogananda Street in Sandy Hook, CT. Upon 
arrival at Lanza's residence, Connecticut State Police Emergency Service Unit gained entry into the house 
and located a deceased middle aged white female lying in a supine position on a bed in the 278 floor 
master bedroom. The white female sustained an apparent gunshot wound to her forehead. Investigators 
located a rifle on the floor near the bed. The deceased white female is presumed Nancy Lanza, DOB 
09/06/60. 

7. That 12/14/12, Agents of the Federal Bureau of Investigation interviewed 05 

rarely leaves his home and considers 

him to be a shut in and an avid gamer who plays Call of Duty, amongst other games. 
has a gun safe containing at least four guns. 

had attended Sandy Hook Elementary School and that the school was Adam Lanza's “life.” 








(This is page 2 of a 7 page Affidavit and Application.) 
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8. That 12/14/12 a search warrant (Mincey Warrant) was applied for and received for the residence located at 36 
Yogananda Street in Sandy Hook, Connecticut. The Search and Seizure Warrant was authorized by the 
Honorable John Е. Blawie. The residence remains in the custody and control of law enforcement. 


® 9. That during the execution of the Search and Seizure Warrant at the Lanza residence, 36 Yogananda Street 
in Sandy Hook, CT, investigators located written documents presumed to be authored and/or collected by 
and/or owned by Adam Lanza and/or Nancy Lanza. These documents were located at various locations 

within the residence including but not limited to Adam Lanza's bedroom. These documents include but 

are not limited to newspaper clippings, personal notes, memoirs, drawings, medical records, bills, 
invoices, receipts, and subscriptions and perscriptions believed to pertain to and/or collected by Adam 

Lanza. Documents such as these area routinely utilized by investigators to develop a psychological 

profile of the author of such and often contain information pertaining to the planning, execution, and 


concealment of criminal activity. 


10. That the residence at 36 Yogananda Street In Sandy Hook, may contain other written documentation to 
include but not limited to drawings, written notes, typed notes, medical records, psychiatric records, 
telephone records, and school records pertaining to Adam Lanza and/or Nancy Lanza. 


11. That based upon the facts and circumstances described above, your Affiants have probable cause to 
believe that evidence of the crime of murder, in violation of Connecticut General Statute 53a-54c, will be 
found within the residence of 36 Yogananda Street in Sandy Hook, Connecticut. 


12. Therefore, the Affiants are requesting a Search and Seizure warrant be issued for 36 Yogananda Street in 
Sandy Hook, Connecticut. 


(This is page 3 of a 7 page Affidavit and Application.) 
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has not presented this application in any other court or to any other judge or 
judge trial referee. 


0 has presented this application in another court or to another judge or 
judge trial referee (specify): 


The undersigned (“Х” опе) [x] 


Wherefore the undersigned requests that a warrant may issue commanding a proper officer to search said person 
or to enter into or upon said place or thing, search the same, and take into custody all such property. 


[x] And to submit the property described in the foregoing affidavit and application to laboratory analysis and examination: 


DEESP Forensic Science Laboratory, 278 Colony St. Meriden, CT for physical examination, scientific testing and forensic 
analysis and or any other law enforcement/ forensic agency including the FBI for forensic and behavioral analysis. 


(This is page 4 of a 7 page Affidavit and E ae ) 
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AFFIDAVIT REQUESTING DISPENSATION WITH 
REQUIREMENT OF DELIVERY 
pursuant to $ 54-33c, Connecticut General Statutes 


TO: A Judge of the Superior Court or a Judge Trial Referee 


the reasons set forth below, the undersigned, being duly sworn, requests that the judge / judge trial referee dispense 
with the requirement of C.G.S. $ 54-33c that a copy of the application for the warrant and a copy of any affidavit(s) in 
support of the warrant be given to the owner, occupant or person named therein with forty-eight hours of the search: 


The personal safety of a confidential informant would be jeopardized by the giving of a copy of the affidavits at such 


D time; 


ЕЗ The search is part of a continuing investigation which would be adversely affected by the giving of a copy of the 
affidavits at such time; 


O The giving of such affidavits at such time would require disclosure of information or material prohibited from being 
disclosed by chapter 959a of the general statutes; 


О In addition, it is requested that the requirement of advance service of this warrant upon the customer whose financial 
records are being sought, be waived pursuant to C.G.S. $ 36a-43 (а); 


and the specific details with regard to such reasons are as follows: 


This is an active and evolving investigation in which the identification of additional suspect(s) and co-conspirators could be 
potentially compromised by disclosure of the aforementioned information at this juncture. 


The undersigned further requests that this affidavit also be included in such nondelivery. 


{This is page 5 of a 7 page Affidavit and Application.) 
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SEARCH AND SEIZURE WARRANT 


SEARCH AND SEIZURE WARRANT STATE OF CONNECTICUT 
SUPERIOR COURT 


The foregoing Affidavit and Application for Search and Seizure Warrant having been presented to and been considered by the under- 

signed, a Judge of the Superior Court or a Judge Trial Referee, and the foregoing Affidavit having been subscribed and sworn to by the 

affiant(s) before me at the time it was presented, the undersigned (a) is satisfied therefrom that grounds exist for said application, and 
finds that said affidavit established grounds and probable cause for the undersigned to issue this Search and Seizure Warrant, such 


O: cause being the following: From said affidavit, the undersigned finds that there is probable cause for the undersigned to believe 
а , named or described in the 


t the property described in the foregoing affidavit and application is within or upon the person, if an x 
foregoing affidavit and application, or the place or thing, if any, described in the foregoing affidavit and application, under the conditions 


and circumstances set forth in the foregoing affidavit and application, and that, therefore, a Search and Seizure warrant should issue for 
said property. 
NOW THEREFORE, by Authority of the State of Connecticut, | hereby command any Police Officer of a regularly organized police — 
department, any State Police Officer, any inspector in the Division of Criminal Justice, or any conservation officer, special conservation 


officer or patrol officer acting pursuant to C.G.S. $ 26-6 to whom these presents shall come within ten days after the date of this warrant 
to enter into or upon and search the place or thing described in the foregoing affidavit and application, or search the person described in 


the foregoing affidavit and application or both, to wit: 
The residence of Nancy and Adam Lanza, 36 Yogananda Street in Sandy Hook, CT. The residence is a 2 story 


colonial style structure, with an attached two car garage. The house is pale yellow with dark green shutters. The 
full address, 36 Yogananda Street is listed on the mailbox located in front of the house. 


for the property described in the foregoing affidavit and application, to wit: 

Written documentation presumed to be authored and/or collected by Adam Lanza and/or Nancy Lanza, 
referencing or pertaining to Adam Lanza and/or Nancy Lanza. These documents include but are not 
limited to drawings, written notes, typed notes, medical records, psychiatric records, prescriptions 
telephone records, school records, receipts and subscriptions, along with newspaper clippings pertaining 


to Adam Lanza and/or Nancy Lanza. 


[x] submit the property described in the foregoing affidavit and application to laboratory analysis and examination: 
DEESP Forensic Science Laboratory, 278 Colony St. Meriden, CT for physical examination, scientific testing and forensic 

analysis and or any other law enforcement/ forensic agency including the FBI for forensic and behavioral 

analysis. 


and upon finding said property to seize the same, take and keep it in custody until the further order of the court, and 
with reasonable promptness make due return of this warrant accompanied by a written inventory of all property seized. 


e foregoing request that the judge or judge trial referee dispense with the requirement of C.G.S. 3 54-33c that a copy ofthe 
warrant application and affidavit(s) in АДЫ of the warrant be given to the owner, occupant ог person named therein and that the 
e included in such nondelivery is hereby: 


affidavit in support of such request also 
NOT TO EXCEED 2 WEEKS BEYOND DATE WARRANT 15 EXECUTED 
GRANTED for a period of Da so 201-. 
This order, or any extension thereof, dispensing with said requirement shall not limit disclosure of such application and affidavits to 


the attorney for a person arrested in connection with or subsequent to the execution of the search warrant unless, upon motion of 
the prosecuting authority within two weeks of such arraignment the court finds that the state's interest in continuing nondisclosure 


substantially outweighs the defendant's right to disclosure. 


ГІ DENIED. 
Service of this Search Warrant upon the customer whose financial records are being sought is hereby waived, pursuant to C.G.S. 


[ 1856243 (a). 
(NOTE: AFFIANT'S OATH MUST BE TAKEN PRIOR TO JUDGE / JUDGE TRIAL REFEREE SIGNING BELOW) 






is is page 6 of a 7 page Affidavit and Application.) 


e Date . At (Time) _ | | apr 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT | 
Judicial District of С.А. | At (Address of Court) Date of seizure 
Docket number Uniform arrest number Police case number Companion case number 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 

The residence of Nancy and Adam Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style 
structure, with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 
Yogananda St. is listed on the mailbox located in front of the house. 









and found thereon or therein, seized, and now hold in custody, the following property: 


Total Cash Seized: none , consisting of 


Item #71 - Reciepts and emails documenting firearm/ammunition and shooting supplies. 

Item #72 - (16) day planner pads from nightstand. 

Item #73 - Items related to school located in Master bedroom. 

Item #74 - Verizon Wireless cellular phone bills and contact bills for ШЕ гга PENE. 

Item #75 - (5) books from master bedroom closet. 

Item #76 - Medical papers. 

Item #77 - Blue folder labeled "Guns" containing reciepts, paperwork and other firearm related paperwork. 

Item #78 - Verizon wireless bill dated 11/02/12 for Nancy Lanza. 

Item #79 - Printed email conversations located in living room. 

Item #80 - Legal documents located in basket in living room. 

item #81 - Paperwork titied, “Conncticut Gun Exchange, Glock 20SF 10mm FS 15 round FC”, dated 12/21/11. 

Item #82 - School related paperwork pertaining to Adam Lanza. 

O #83 - Email re: Gunbroker.com dated 10-12-11. 

Item #84 - One "Visa" platinum debit card for Nancy Lanza - ENS. 

Item #85 - Printed photographs, misc. handwritten papers, and Sandy Hook report card for Adam Lanza. 

Item #86 - "Look me in the eye - My life with Asbergers" book, "Born on a blue day - Inside the mind of an Autistic 
Savant" book, "NRA guide to the basics of pistol shooting" book. 

Item #87 - Handwritten papers, artwork, and literature pertaining to Adam Lanza. 

Item #88 - Various school paperwork in the name of Adam Lanza. 

ltem #89 - Various insurance, medical, and other paperwork in name of Nancy Lanza, and college paperwork in 
name of Adam Lanza. 


and | gave а сору of such warrant to Owner, and son deceased. No copy distributed. , the owner or occupani of 





the dwelling, structure, motor vehicle or place designated therein, or to | 





the person named therein, on (Date) 
(This is page 8 of a 8 page Affidavit and Application.) 
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State of Connecticut REPORT TYPE: ATTACHMENTS: | DPS INCIDENT NUMBER: 
Department of Public Safety O INITIAL O ASSIST STATEMENTS О TELETYPE 


Narrative Report SUPPL. PHOTOS OTHER CFS-12-00705354 
DPS-302-C (Revised 04/03) O RE-OPEN SKETCH MAP 


O CLOSING EVIDENCE Page 1 0f 1 





VIDEO REPORT 


Action Taken: On 12-14-12, starting at approximately 1924hrs., a Crime Scene Video was produced by 
this writer during the investigation of a Murder, which occurred inside 36 Yogananda St., 
Sandy Hook (Newtown), Connecticut. 


On 12-14-12, The Newtown Police Department, along with Troopers from Troop A 
in Southbury responded to the school shooting at the Sandy Hook School in 
Newtown (CFS12-00704559). As a result of that investigation, ESU responded to 
the suspects (ADAM LANZA) residence at 36 Yogananda St., in Sandy Hook 
where Lanza's mother Nancy Lanza, was found deceased. The Connecticut State 
Police — Eastern District Major Crime Squad was requested and assigned the 
investigation at 36 Yogananda St., in Sandy Hook, CT. 


The scene video shows the location of the of the residence at 36 Yogananda St., 
to include the exterior and surrounding area, as well as the entire interior of the 
residence to include the second floor master bedroom where the deceased was 
located. The video was taken on 12-14-12, beginning at approximately 1924hrs., 

e by Detective Jeffrey Payette #679 using a Sony HDR-CX1 10 digital video camera, 
and a Verbatim 8gb SDHC Premium SDHC card. An original copy of the video 
was transferred to a Verbatim DVD-R utilizing a Sony DVD Direct VRD-MC3 DVD 
recorder and is being stored at Eastern District Headquarters in Norwich, CT. A 
copy of the original recording was made utilizing a Systor Pro-duplicator, and is 
attached to this report. The video was recorded under the authority of a search 
warrant completed on 12-14-12 by members of the Connecticut State Police — 
Central District Major Crime Squad. 


Case Status: Active 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 


Б] 1 ACTIVE D 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED D JUVENILE - NO CUSTODY 
D 3 SUSPENDED С Е FUGITIVE O С EXTRADITION DECLINED 


Б UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | АМ THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED = AN pi > i ap PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 


MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE FORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
E PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 





INVESTIGATOR 1.0. & | REPORT DATE: о D Z SUPERVISOR 10. # APPROVAL DATE: 
а?а (2-28-12 
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DATE/ 
TIME 


AGENCY 
CASE # 


PHOTOGRAPHED _ 


Magenta Yellow 50% Cyan 50% Magenta 50% Yellow 50% Black 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety 


INITIAL CONTINUATION STATEMENTS 
Narrative Report B SUPPLEMENTARY IMAGE/PHOTOGRAPHS CFS 12-00705354 





RE-OPEN SKETCH MAP 
ASSIST EVIDENCE 
25-302-С (Revised 04/03) CLOSING TELETYPE 
OTHER 


DIGITAL IMAGE REPORT 


36 Yogananda Street Sandyhook, Connecticut 


Page 1 of 5 


Action Taken: On Friday December 14, 2012, between 2130 hours and 0845 hours the 
following four hundred and seventy two (472) digital images were taken as part of a 
homicide investigation being conducted in the town of Sandyhook, Connecticut by 
members of the Connecticut State Police, Eastern District Major Crime Squad. 


The images attached depict 36 Yogananda Street, the residence of Nancy Lanza and 
her son Adam Lanza. The digital images were taken by Detective Daniel Cargill #550 
of the Connecticut State Police Eastern District Major Crime Squad utilizing a Nikon 
D-300 digital camera and stored on a Verbatim 8GB SD card. The digital color 
images were taken from various angles and directions showing various the views of 
the residence and its contents. 





The images were subsequently transferred to a “Memorex” DVD-R disc which is 
being held at the Connecticut State Police Eastern District Major Crime Squad 
Headquarters located at #401 W. Thames Street Unit #500 Norwich, CT. Copies of 
the DVD-R will be made as necessary for casebooks and reports as needed. The 
images were captured under the authority of a search and seizure warrant signed on 
12/14/2012 by members of the Connecticut State Police Central District Major Crime 
Squad. 


Image # Description 


Real estate view of, 36 Yogananda Street Sandy Hook a single family residence 
Front door , with damaged door frame 

Front foyer with stairs leading to the second floor 

Second floor landing and entrance to the south west computer room 


South west computer room entrance with live 22 caliber bullet on floor of 
computer room 

Overall views of computer room contents 

Placard #1 live 22 caliber bullet on floor of computer room 

Overall view of placards 1 through 8 in computer room 














CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| CASE STATUS: 0d 
[ x| 1-АСТІМЕ [| 4EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED [ | D-VICTIM UNCOOPERATIVE 
| | 2CLEAREDARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED Г | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE, OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 


RECEIVED BY ME. 2 
INVESTIGATOR LD. REPORT DATE SUR AZ AZ APPROVAL DATE 
0550 01-31-13 Sgt. 10Ий Tumer 245 


ESTIGATOR SIGNATURE 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety 
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ASSIST EVIDENCE 


?S-302-C (Revised 04/03) CLOSING ce” Page 2 of 5 


21-24 Placards #2 — empty ear plug package, #3 - damaged hard drive, #4 — keys to gun 
safe and filing cabinet in computer room 


25-26 Placard #5 - shotgun shells, cut open & photocopied newspaper articles (from 








1891), pertaining to a shooting of school children from bottom drawer of filing 
cabinet of computer room 
Placard #6 — desktop computer without hard drive on floor of computer room 
Placards #7 — Xbox game station, #8 — Playstation 2, in cabinet of computer room 
Contents of computer room safe in closet. Placards #9 — ammunition, supplies 
and a bolt action Enfield rifle. Placard #10 ammunition and miscellaneous gun 
supplies 
Placard #11 — ammunition, supplies and two loaded 12ga shotgun magazines 
taped together from top drawer of filing cabinet of computer room 
Placard #10 — miscellaneous shooting materials, supplies and drum style shotgun 
agazines in closet of computer room 


Placards #13 laptop computer, #14 — printer/fax machine in office 
79-87 Front foyer bathroom and closet 
| Kitchen cabinets contents — — | cabinets | Kitchen cabinets contents — — | 


124-128 Closet contents at the garage door entrance with alarm panel on wall. Alarm 
panel displays the number “3” 


129 | [129 | Dishwasher contents (green light on display panel indicates clean 
| 130-136 | 136 | 130-136 | Kitchen door to deck, note clear tape on joints and threshold of door (undamaged) 


137-139 | Exterior garage doors with partially full trash can, note damaged east side garage 
door 


| 140 | Exterior view of the north east corner of residence 
| 141-142 | Exterior view of the east side of residence 
Exterior view of the south east corner of the residence 


Exterior view of the south side basement entrance 








































































































CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| x| 1-ACTIVE | | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 


MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
“CEIVED BY МЕ 


ESTIGATOR SIGNATURE INVESTIGATOR ID. | REPORT DATE > с 
= LL. È 
Det. Daniel Ca A 0550 01-31-13 ot. TÍ 245 1 
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Exterior view of the south west corner of the residence 


146 Exterior view of the front (west side) of the residence facing north, note reflective 
covers from vehicles parked in drivewa | 


Exterior view of the west side of the residence 

Mailbox for 36 Yoganada Street at roadway and its contents, oil delivery notice 
dated 12-14-12 

Garage with CT593XGR parked in west garage ba 

Entrance to basement from kitchen 


hatchway on south side of residence 
Overall views of storage / mechanical room in basement 
181-183 | Second floor landing and entrance to south east bedroom 
184-185 | Second floor landing closet and its contents 
186-200 | South east bedroom and its contents, note black plastic taped to windows 
201-218 | Overall view of second floor bathroom and its contents, note photo identification 
of Adam Lanza and cellular phone with battery removed 
Overall views of north east storage room 
Second floor landing and doorway leading to master bedroom 
Master bedroom door and hall leading past bathroom, note no damage to master 
bedroom door 
Overall views of master bathroom 
Master bedroom hall leading from bathroom to walk-in closet 
277-285 | Overall views of master bedroom walk-in closet 
286-296 | Overall views of master bedroom 
297-298 | Overall views of bolt action rifle and spent 22 cal shell casing on floor to the 
south of the bed 
299-300 | South nightstand with telephone cord draped over the front of the nightstand 
Blood like substance on wall above headboard and the body of Nancy Lanza in 
bed 
North side of bed and file cabinet used as nightstand 
Armoire wardrobe on north wall and its contents 
Hope chest at the foot of the bed and its contents 
Dresser on south wall and its contents 
Jewelry box contents located on top of south wall dresser 
File cabinet and its contents on the north side of the bed 


CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


[x] t-ACTIVE [ | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED [| D-VICTIM UNCOOPERATIVE 
| | 2-CLEAREDARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
[ | 3-SUSPENDED Г | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 


PECEIVED BY ME. 
>| -EMESHBATOR LD. | REPORT DATE 
0550 01-31-13 
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271-276 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety 


INITIAL CONTINUATION STATEMENTS 
Narrative Report B SUPPLEMENTARY IMAGE/PHOTOGRAPHS CFS 12-00705354 


RE-OPEN SKETCH MAP 
ASSIST EVIDENCE 
35-302-С (Revised 04/03) CLOSING — Page 4 of 5 


on top of north pillow 
Temperature set at 64 degrees, alarm panel displays the number “3”. 
339-342 | Placard #5 book about the Amish school killings “Amish Grace”, photocopied 
newspaper articles (from 1891), pertaining to a shooting of school children from 


bottom drawer of filing cabinet of computer room 


243-344 | Placard #16 shoe box containing miscellaneous video game parts and memory 
cards from cart in computer room 
Placard #17 black bag containing video cassettes on top shelf of computer room 
closet 


346-348 | Contents of safe in computer room 
349-355 
356-358 | Placards #19 — computer hard drives, #19 — desktop computer, no hard drive, #20 
— desktop computer, no hard drive in closet of south east bedroom. Note, 

Placards #19 and #20 were not seized 
























259-360 














under sink i in second floor c common bathroom 


north east storage room 
south of bed in master bedroom 


367-372 


entertainment center in computer room. 
375-380 | Placards #23 — bolt action 22 cal rifle, #24- spent 22 cal shell casing, #26 — spent 
master bedroom 


381-387 | Placard #27 — blood like substance stain on east wall above bed in master 
bedroom 


The body of Nancy Lanza with and without bedding 


Blood like substance stain on sheets after the body of Nancy Lanza’s body was 
removed. Note slight contact pattern on sheet caused during to removal of Nancy 
Lanza’s body from the bed. 


Placard #28 — shopping receipts from the desk in the first floor office 






















388-394 
395-396 


















EE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


1-ACTIVE 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
E 2-CLEARED ARREST 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED = F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE, OR (2) INFORMATION RELAYED TO ME BY OTHER 


MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
PECEIVED BY ME. 


CER GA TS NVESTIGATOR ID REPORT DATE мер; NATURE 
Det. Daniel GA | 0550 01-31-13 «n | 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety || INITIAL CONTINUATION STATEMENTS 


Narrative Report ES SUPPLEMENTARY IMAGE/PHOTOGRAPHS CFS 12-00705354 


SKETCH MAP 
EVIDENCE 
^PS-302-C (Revised 04/03) CLOSING TELETYPE Page 5 of 5 
| OTHER 


the name of Nancy Lanza from desk in the first floor office 
Connecticut drivers learner permit in the name of Adam Lanza with expiration 
date of 04-22-2010 


wall of office 

room of basement 

the basement. Note placard #30 was not seized 
of basement 


408-409 | Placard #33 internal hard drive from floor of gaming/family room of basement 
410-411 | Placard #34 cardboard shooting target from behind blue couch in family room 





area of basement 
412-416 | Placard #35 canvas pistol case with shooting targets from storage box in the 
storage/mechanical room of basement 

















Placard #36 Nike shoe box with ammunition and .22 caliber magazine from top 
shelf of closet in kitchen/mudroom area 

North living room exterior door damage 

423-426 | Contents of wallet with $125.00 in cash and Nancy Lanz's Connecticut drivers 

license on kitchen table. First responders reported removing wallet from purse on 
case of water bottles next to table in the kitchen 

Daytime images of the exterior of 36 Yogananda Street 

Front door damage to 36 Yogananda Street sustained during forced entry by the 
State Police 

Post search images of residence with search warrant in view 





Attachments: Thumbnail image sheets 
DVD dise containing digital images 


END OF REPORT 
Case Status: OPEN 





CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


[x] 1-АСТІМЕ [ | 4EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED [| D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED [| E-JUVENILE-NO CUSTODY 
[ | 3-SUSPENDED [ | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
RECEIVED BY ME. 
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DIGITAL IMAGE REPORT 
Day 3 of Search — 36 Yogananda St., Sandy Hook 


Action Taken: On 12-16-12, starting at approximately 1145hrs., a total of one hundred and eleven (111) 
digital color photographs were taken by this writer as part of the investigation of a Murder 
which occurred in the town of Sandy Hook, CT on 12-14-12. 


On 12-14-12, The Newtown Police Department, along with Troopers from Troop A 
in Southbury responded to the school shooting at the Sandy Hook School in 
Newtown (CFS12-00704559). As a result of that investigation, ESU responded to 
the suspects (ADAM LANZA) residence at 36 Yogananda St., in Sandy Hook 
where Lanza's mother Nancy Lanza, was found deceased. The Connecticut State 
Police — Eastern District Major Crime Squad was requested and assigned the 
investigation at 36 Yogananda St., in Sandy Hook, CT. 


The attached digital color photographs were taken utilizing a Nikon D300 camera 

- with electronic flash and stored оп a Verbatim CF 2gb. compact flash card. See 
attached proof sheet for details. The photos depict the scene, located at 36 
Yogananda St. in Sandy Hook, CT and specifically the location of various items of 
evidence seized. The photos were taken on the third day of searching the 
residence. See supplemental Primary Digital Report, and Evidence Report for 
specific details on the items depicted. 





The photographs were subsequently transferred to a Maxell CD-R compact disc, 
which is being stored at the State of Connecticut Forensics' Lab Photography Unit, 
located in Meriden, CT. A second copy was also made, and is attached to this 
report. 


Case Status: Active 











E STATUS TYPE OF EXCEPTIONAL CLEARANCE 








1 ACTIVE 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
2 CLEARED BY ARREST E 6 NO CRIMINAL ASPECT O B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
3 SUSPENDED F FUGITIVE O С EXTRADITION DECLINED 













THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL. OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
F” THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
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DIGITAL IMAGE REPORT 


On Monday December 17, 2012 Detective Jeffery Payette and this writer, Detective David A. 
Lamoureux #772, returned to the Lanza residence located at 36 Yogananda Street Sandy Hook, 
CT to seize additional items of evidence. 


Between approximately 1610 and 1659 hours this writer, took the below described (11) digital 
images of the items seized from the residence (see contact sheet). 


The images were taken utilizing a Nikon D300 digital camera and stored on a Verbatim SDHC 
Premium card. The images were subsequently transferred to a Maxell CD-R disc (see attached 
disc). А copy is being forwarded to the State Police Forensic Laboratory for archiving. 


IMAGE# . DESCRIPIION 








View of a silver Verizon Samsung cellular telephone (Item# 90). 


View of a digital image print of a child and various firearms (Item# 91) that was 
located on the floor of the basement bedroom: 


View of the “Linksys” Wireless-G Broadband router and the cord configuration 
(Item# 93) located in the basement bedroom. 

View of the “Blackberry” Verizon telephone (Item# 92) that was located in the 
master bedroom closet. 











CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
4 ACTIVE O 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
D 2 CLEARED BY ARREST O 6 МО CRIMINAL ASPECT O B PROSECUTION DECLINED O JUVENILE - NO CUSTODY 
O 3 SUSPENDED П F FUGITIVE D С EXTRADITION DECLINED 
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NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME B 

OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
THE PERSON ge ERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
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BACKUP DIGITAL IMAGE REPORT 


ACTION TAKEN: On Friday December 14% 2012 at approximately 0941 hours, Connecticut 
State Police Personnel responded to an active shooter at the Sandy Hook Elementary School located 
at #12 Dickenson Drive in Newtown, Connecticut. 

(Refer to Companion Case Number CFS12-00704559 for Details) 


On Friday December 14% 2012, Connecticut State Police Emergency Service Unit (ESU) 
members went to the residence of Adam Lanza (w/m d.o.b 04/22/1992), who was the Suspect for 
the school shooting. Adam's residence was at #36 Yogananda Street in the Sandy Hook section of 
the town of Newtown, Connecticut. ESU members made forced entry into the residence and located 
a deceased female inside the residence in a bedroom on the second floor, suffering with what 
appeared to be a gunshot wound to the head. The female Victim at #36 Yogananda Street Sandy 
Hook, CT., was identified as Adam Lanza's Mother, Nancy Lanza (w/f d.o.b 09/06/1960). 


On Friday December 14", 2012 at approximately 1510 hours, Eastern District Major Crime 
Squad (EDMCS) Detectives were assigned to investigate the homicide of Nancy Lanza (d.o.b 
_ 09/06/1960), at #36 Yogananda Street in Sandy Hook, Connecticut. EDMCS Detectives responded 
to #36 Yogananda Street and processed the scene. 


Upon my arrival at the scene located at #36 Yogananda Street Sandy Hook, CT., I was assigned 
by my Supervisor, Sergeant John F. Turner #0245, to capture backup digital photographs of the scene. 
EDMCS Detectives processed and searched the residence/scene at #36 Yogananda Street from Friday 
12/14/2012 until Monday 12/17/2012. 


On Friday December 14% 2012, between approximately 2038 hours to Saturday December is, 
2012 at approximately 0754 hours I took the below described digital color images #1-667. The photos 
were taken as part of the investigation of the homicide. The images depict the interior and exterior 
scene to include evidence items, and other contents, located at #36 Yogananda Street in the Sandy Hook 
section of the town of Newtown, CT. The photographs are a true and accurate depiction of the scene 
and items at the time of photography. (Refer to Evidence Report and Sketch Map for Details on 
Specific Items Seized) 


The images were taken by me, (Detective Ryan E. Luther #0702), of the Connecticut State Police 
Eastern District Major Crime Squad in Norwich, CT. The images were taken utilizing a Nikon D300 
digital camera with electronic flash and stored on a Verbatim 8GB SD card. The images were subsequently 
transferred to a “Memorex” DVD-R disc which is being stored at the Connecticut State Police Eastern 
District Major Crime Squad Headquarters located at #401 W. Thames Street Unit #500 Norwich, CT. 
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Copies of the DVD-R will be made as necessary for casebooks/reports. The photographs were captured 
under the authority of a search warrant completed on 12/14/2012 by members of the Connecticut State 
Police Central District Major Crime Squad. (See Attached DVD-R Disc, and Photo Proof Sheet for 
Details) ne 


PHOTO# DESCRIPTION 


Real estate view of residence/scene at #36 Yogananda Street Sandy Hook, CT. 
View facing east, showing front of residence at #36 Yogananda Street Sandy Hook, CT. 
















View from inside the front entrance door of residence 
View showing entrance/doorway to 2™ floor southwest bedroom/computer room. 


View at entrance/doorway of 2" floor southwest bedroom/computer room, showing live round 
on floor. 


9-11 View of 2" floor southwest bedroom/computer room and its contents 


. 
. . . 


12 Close up view of hard drive, dumbbell, keys, ear plug package, and comb on filing cabinet in 2 
floor southwest bedroom/computer room. 

13-23 
24 Close up view of firearm safe and its contents to include a long rifle, ammunition and other 
firearm supplies, in closet of 2" floor southwest bedroom/computer room. 


1-2 
3-4 
5 

6-7 





25-28 View of firearm safe and its contents to include ammunition, in closet inside 2'* floor southwest 
bedroom/computer room. 


29-30 
31-32 
33-50 
51 
52-60 View of contents in 2™ floor southwest bedroom/computer room, with placards. 
61-62 
63-75 


76-83 Close up view of dated receipts on desk in office. 

84-86 View of various paperwork in name of “Nancy Lanza," on floor in office. 
87 Taken facing south from office towards front entrance of residence. 
88-92 View of south living room and its contents. 

93-96 View of south dining room and its contents. 

97-99 View facing north, showing kitchen. 

100-112 | View of kitchen and its contents. 

113-114 | View of north living room and its contents. 

115-116 | View of cellular telephone on ottoman in north living room. 

117-123 | View of north living room and its contents. 




















































CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
Y 1 ACTIVE D 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
О 2 CLEARED BY ARREST D 6 NO CRIMINAL ASPECT D B PROSECUTION DECLINED D JUVENILE - NO CUSTODY 
D 3 SUSPENDED D F FUGITIVE D C EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 


OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


RECEIVED BY МЕ. 
3TIGATOR, TUR Y INVESTIGATOR 1.D. # | REPORT DATE: a SIGNATURE: 2 SUPERVISOR 1.0. + APPROVAL DATE: 
DEZ- Hen. = 742. DZ 
DET. RYAN LUTHER #0702 0102 12/27/2012 56Р: ЈО: Е. #0245 0245 Жж” E 


06074 





Sec 5 - Back-Up Digital Image Report.pdf 


State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Department of Public Safet Жк | О INITIAL O ASSIST | О STATEMENTS O TELETYPE 


Narrative Report SUPPL. PHOTOS OTHER CFS12-00705354 


DPS-302-C (Revised 04/03) Е. peer H AU eic qa Page 3 of 








124 





View facing south, of kitchen and its contents to include a wallet, pictures, and CT. Operators 
License/identification on kitchen table. (Wallet and contents placed by EDMCS Detectives) 


Lanza (d.o.b 09/6/1960), on table in kitchen. 


















View of storage closet and its contents on 1° floor main level east of office, and west of kitchen. 
View of cellular telephone on ottoman in north living room with placard. 


150-152 | View of thermostat on southwest wall in north living room. 








153-161 








View of security alarm key pad located in mudroom. 
View of mudroom and its contents, located northwest of kitchen at garage entrance. 






View of closet in mudroom and its contents. 
O | View of refrigerator and its contents in kitchen. 
171-172 | View of storage compartments/cupboards and its contents in kitchen 







173-174 | View of inside of oven in kitchen 
175-181 View of storage compartments and its contents in kitchen. 


View of storage compartment/cabinet and its contents on east wall in kitchen, showing 
prescription medication and various supplements. 

View of dishwasher and its contents in kitchen. 

View of door on east side of kitchen. 

View of empty plastic red cup on floor adjacent to door on east side of kitchen. 

View of door on east side of kitchen with clear tape on it. 


199 Exterior view facing south, showing north side of residence and garage. (Garage damaged by 
ESU upon entry) 


200-203 | Exterior view of north side of residence. 
204-207 | View of vehicle in garag о gistration 593-XGR. 


View of east bay of garage (Damaged by ESU upon епі 
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209-210 garbag e. 
211-223 


224-228 | Exterior view of residence showing bulkhead door located on the south side of residence. 
ulkhead door damaged by ESU upon ent 


Exterior view of residence. 
: 
2 




































80-283 
284-285 


Interior view facing east showing stairwell leading to 274 floor level of residence 

View of 2" floor level landing area inside the residence. 

View of 27° floor level of residence and its contents. 

View of 2"º floor southeast bedroom. 

View of 2"° floor southeast bedroom door. 

View of 2" floor southeast bedroom and contents to include black plastic bags on windows. 
View of 2™ floor southeast bedroom and contents. 

View of thermostat on west wall in 27“ floor southeast bedroom. 

View of full hall bathroom on 2™ floor level and its contents. 
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372-373 | View of contents underneath sink іп 2™ floor level full hall bathroom, to include cellular 
telephone, wallet, digital camera, and identification in name of “Adam Lanza.” 





Taken facing north, showing entrance to 27 floor north master bedroom, and northeast 
bedroom/storage room. 


374 
424-426 | View facing north of 27% floor north master bedroom and its contents to include firearm on floor, 
and deceased female victim in bed. 
View of closet іп 274 floor north master bedroom, and its contents. 
0 
2 









| View of closet іп 27 floor north master bedroom, and its contents. Cd 
428-429 | View of thermostat on west wall outside of closet door, in 27° floor north master bedroom. 
| View of closet and its contents in 2" floor north master bedroom. >>> | 


430-439 | View of closet and its contents in 2 floor north master bedroom. 
|440 | Taken facing east from closet in 2" floor north master bedroom. 













44 
Taken facing south in 2" floor north master bedroom. 

44 View of firearm and spent shell casing on floor, and deceased female victim in bed of 2" floor 
north master bedroom. 





master bedroom. 

View of deceased female with BLS on her head and body, in bed of 2™ floor north master 
bedroom. 

View of nightstand south side of bed and its contents to include telephone cord, in 2™ floor north 
master bedroom. 





449-450 | View of BLS on east wall above bed in 2™ floor north master bedroom. 
451-456 | View of deceased female victim in bed with BLS on her head and body, in 2”” floor north master 
bedroom. 
View of firearm and other contents on floor in 2" floor north master bedroom. 
458-465 | View of deceased female in bed with BLS on her head and body, 2™ floor north master 














bedroom. 
466-495 | View of contents in 27% floor north master bedroom. 
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496 View of paper article referencing shooting of school children, and book titled “Amish Grace,” 
with placard, on filing cabinet and desk in 274 floor in southwest bedroom/computer room. 


497 View of paper article referencing shooting of school children, on filing cabinet in 2" floor in 
southwest bedroom/computer room. 


498-499 | View of paper article referencing shooting of school children, and book titled “Amish Grace,” 
with placard, on filing cabinet and desk in 274 floor in southwest bedroom/computer room. 
500-501 | Various items of evidence with placards, in 27% floor southwest bedroom/computer room. 
View of contents in 2" floor southwest bedroom/computer room. 
503-504 | Various items of evidence with placards, in closet of 2"° floor southwest bedroom/computer 
room. 
505-507 | Various items of evidence with placards, in firearm safe in closet of 2" floor southwest 
bedroom/computer room. 
Various items of evidence with placards, in closet of 2" floor southwest bedroom/computer 
room. 
Various contents to include video camera, in closet of 27% floor southwest bedroom/computer 
room. 
Various items of evidence with placards, in closet of 2" floor southwest bedroom/computer 
room. 
511-512 | Various computer cords and components in closet of 2” floor southwest bedmomicompyler 
room. 
Firearm paperwork in closet of 2" floor southwest bedroom/computer room. 
Various items of evidence with placards, from closet of 27° floor southwest bedroom/computer 
room. 








View of various evidence items and contents with placards underneath sink in 2" floor hall 
bathroom. 

View of various evidence items with placards in northeast bedroom/storage room. 

View of entrance leading into 2™ floor north master bedroom. 

Taken facing north, view showing the deceased female in bed, and evidence items with placards, 
in the 2™ floor master bedroom. 

View of evidence item (firearm) with placard, in 27 floor north master bedroom. 

View of evidence item (spent shell casing) with placard in 27% floor north master bedroom. 
View of evidence item with placard and other contents in 2™ floor north master bedroom. 

View of BLS on ottoman in 2™ floor master bedroom. 
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View with scale, of BLS on ottoman in 27“ floor master bedroom. 
View of stairs leading to attic outside of 2"° floor southeast bedroom. 


View of evidence item with placard in southwest bedroom/computer room (VHS tape with name 
“Ryan Lanza” on it). | 
544-545 | View of evidence items with placards in 2™ floor north master bedroom, to include spent shell 


casing ejected from firearm chamber by EDMCS Detectives. 
View of evidence items with placard in 27° floor north master bedroom. 
View of evidence item, (firearm with BLS on barrel end), in 2" floor north master bedroom. 
View of evidence item with placard in 27% floor north master bedroom. 
View of BLS on east wall with placard, in 2 floor north master bedroom. 
View of BLS on east wall with placard and scale in 2" floor north master bedroom. 


View of deceased Victim with BLS on body, and bed linens, in 27% floor north master bedroom. 
View with scale of BLS оп bed linens/pillow, in 27% floor north master bedroom. 


View of deceased victim in bed, in 27% floor north master bedroom. 
View of deceased victim in bed during removal of bed linens by EDMCS Detectives, in 27 floor 
north master bedroom. 
View of bed with BLS after deceased victim was removed by EDMCS Detectives, іп 2™ floor 
north master bedroom. 
View of dated receipts and various paperwork, with placard, on desk in office on 1% floor main 
level. 
View of Connecticut Pistol Permit with photograph, in name of Nancy J. Lanza (d.o.b 9/6/1960) 
and firearm paperwork, on desk in office on 1% floor main level. 

View of Connecticut Learners Permit#168573202 with photograph, in name of Adam Lanza 
(d.o.b 4/22/1992), on desk in office on 1º floor main level. 


View of basement and its contents. 
577-585 | Viewof various evidence items with placard, in basement. 


586-587 | View of inside of computer tower in basement. 
View of evidence item in basement closet. 
View of various video games in basement. 
View of mudroom and its contents, on 1° floor main level adjacent to garage interior door. 
View of closet in mudroom and its contents. 
View of hand bag with firearm related items inside, from closet in mudroom. 
View with placard, of box with firearm magazines, and ammunition, from closet in mudroom. 
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View of contents from wallet consisting of: U.S. currency ($125.00), identification, pictures, 
and various credit cards, on kitchen table. (Wallet removed from purse that was on kitchen 
floor, by EDMCS Detectives). 


ui View of day planner, purse, U.S. currency, identifications, wallet, pictures and various credit 
6 


cards, on kitchen table. (Wallet was removed from purse that was on kitchen floor, by EDMCS 
Detectives 


600-601 | View of day planner on kitchen table, (Day planner was removed from purse that was on kitchen 
floor, by EDMCS Detectives). 


99 

602-604 g 
05 
07 
08 
5 





5 
[606 — | View of U.S. Currency in desk drawer іп office on 1* floor main level. — | 
|609 | View of U.S. Currency ($30.00) from desk drawer in office on 1º floor main level 
g garage. 

(Damaged by ESU upon ent 

| 644 |Уіея of front entrance area of residence. = =] 
View of damaged front door. (Damaged by ESU upon enti 
j ing interior of residence with search warrant 


View of pantry closet in kitchen. 


View of photographs on shelf located on the east side of the north living room on the 1* floor 
main level. 
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BACKUP DIGITAL IMAGE REPORT 


ACTION TAKEN: On Friday December 14º, 2012 at approximately 0941 hours, 
Connecticut State Police Personnel responded to an active shooter at the Sandy Hook 
Elementary School located at 412 Dickenson Drive in Newtown, Connecticut. 
(Refer to Companion Case Number CFS12-00704559 for Details) 


On Friday December 14", 2012, Connecticut State Police Emergency Service 
Unit (ESU) members went to the residence of Adam Lanza (d.o.b 04/22/1992), who was 
the Suspect for the school shooting. Adam's residence was at 436 Yogananda Street in the 
Sandy Hook section of the town of Newtown, Connecticut. ESU members made forced 
entry into the residence and located a deceased female inside the residence in a bedroom on 
the second floor, suffering with what appeared to be a gunshot wound to the head. The 
female Victim at #36 Yogananda Street Sandy Hook, CT., was identified as Adam Lanza's 
Mother, Nancy Lanza (w/f d.o.b 09/06/1960). 


On Friday December 14%, 2012 at approximately 1510 hours, Eastern District Major 
Crime Squad (EDMCS) Detectives were assigned to investigate the homicide of Nancy 








Lanza (d.o.b 09/06/1960), at #36 Yogananda Street in Sandy Hook, Connecticut. EDMCS 
Detectives responded to #36 Yogananda Street and processed the scene. 


Upon my arrival at the scene located at #36 Yogananda Street Sandy Hook, CT., I 
was assigned by my Supervisor, Sergeant John F. Turner #0245, to capture backup digital 
photographs of the scene. EDMCS Detectives processed and searched the residence/scene at 
#36 Yogananda Street from Friday 12/14/2012 until Monday 12/17/2012. 


On Monday 12/17/2012 between approximately 0045 hours to 0055 hours, I took the 
attached Twenty (20), backup digital color images as part of the investigation. The images depict 
the interior and exterior of the residence/scene, located at #36 Yogananda Street in the Sandy Hook 
section of the town of Newtown, Connecticut. The photographs were taken after completing a 
search of the residence from Sunday 12/16/2012 to Monday 12/17/2012, and shows a page of the 
Search Warrant in the photographs of each room inside the residence. The photos are a true and 
accurate depiction of the scene at the time of photography. 





CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
Е“ 1 ACTIVE D 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
С 2 CLEARED BY ARREST О 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED D JUVENILE -NO CUSTODY 
D 3 SUSPENDED О F FUGITIVE D C EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 

NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 

OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 

FPOM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
ECEIVED BY ME. 


„ИСАТОК бІСМ ӨНЕ: Ж INVESTIGATOR LD. # REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0. # APPROVAL DATE: 
DET. RYAN R #0702 SGT. F. #0245 0245 S/ fel! 
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O CLOSING O EVIDENCE 


The images were taken by me, (Detective Ryan E. Luther #0702), of the Connecticut State 
Police Eastern District Major Crime Squad in Norwich, CT. The images were taken utilizing a 
Department owned Nikon D300 digital camera with electronic flash, and stored on a 2GB Verbatim 
Compact Flash Card. The images were subsequently transferred to a Maxell CD-R disc, which is 
being stored at the Connecticut State Police Eastern District Major Crime Squad Headquarters 
located at #401 W. Thames Street Unit #500 Norwich, CT. Copies of the CD-R will be made as 
necessary for casebooks/reports. (See Attached CD-R Disc, and Proof Sheet for Details) 


CASE STATUS: This case will remain open and active. 








CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
1 ACTIVE D 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
O 2 CLEAREDBY ARREST О 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED О JUVENILE – NO CUSTODY 
D 3 SUSPENDED O F FUGITIVE П C EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
“ECEIVED BY ME. 
3TIGATOR SI TURE: 


ж INVESTIGATOR 1.0. # REPORT DATE: SUPERVISOR SIGN SUPERVISOR 1.0. # APPROVAL DATE: 
Ok 7 752] 0702 12/28/2012 Ses 2 ba 
DET. RYAN É. LUTHER #0702 SGT. ЮЙ! RNER #1 0245 НЕХ. 
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Scene Diagram Legend 
Homicide: Nancy Lanza 
36 Yogananda Street, Sandy Hook CT 
December 14, 2012 


On December 14, 2012 at approximately 1530 hours, the EDMCS was sent to 36 
Yogananda Street in Sandy Hook to investigate a reported homicide. Earlier on this date, 
Adam Lanza of 36 Yogananda Street, shot his way into the Sandy Hook Elementary 
School and murdered twenty six people and then shot himself. The CSP SWAT Team 
subsequently responded to 36 Yogoananda Street made entry into the residence and upon 
searching the residence, found the deceased body of Nancy Lanza lying in a bed within 
the master bedroom of the residence. Nancy Lanza had suffered from several gunshot 
wounds to the head. 


Upon my arrival at the scene I was given the assignment of creating a scene 
diagram. Beginning at approximately 2145 hours I created a rough sketch map of the 
residence. Evidence location was added to the sketch maps as the search progressed. I 
used a Stanley Fat Max Tru-Laser while creating the scene diagrams of the residence. 
This device was compared to a standard tape measure prior to entering the scene and was 
found to be accurate. On or about January 24, 2013 I completed several diagrams of the 
scene using the Scene PD 5 program while referring to my notes. The diagrams depict 
the scene with and without evidence markers. The diagrams were drawn to approximate 
scale. The table below provides measurements of items of evidence seized within 


particular rooms. 
Wall Wall 


Placard # 
4 13 | Dell lap top computer from top of. 12” 56” 
| desk 


Brother fax machine 


1st Floor Office 












Distance Distance 
From North | From West 





Description of Item 










CASE STATUS 





TYPE OF EXCEPTIONAL CLEARANCE 







(971 ACTIVE П 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED O VICTIM UNCOOPERATIVE ` 
О 2 CLEARED BY ARRESTO ПО. 6 NO CRIMINAL ASPECT D B PROSECUTION DECLINED О JUVENILE - NO CUSTODY к 
С 3 SUSPENDED О Е FUGITIVE О С EXTRADITION DECLINED 






THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSON ОК PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT 15 AN ACCURATE STATEMENT OF THE INFORMATION 


VECEIVED BY ME. - 
INVESTIGATOR 1.0. # | REPORT DATE: SUPERVISOR I.D. # APPROVAL DATE: 
0994 |Jan.24, 2013 0245 И 


Det. Keith С 
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O CLOSING O EVIDENCE Page г Of_8_ 


Pistol permit & NRA certificate for 
Nancy Lanza 




















Receipts from top of desk 
ATT telephone ~ us 











E NEN 
from floor 
ке uni 1-- 
within desk 
EM ЖИШШ 
Nancy Lanza from within desk 















Paperwork in the name of Adam 
Lanza and Nancy Lanza 






1º Floor North Living Room 
Entry Way from Garage 


Distance Distance 
Item # | Placard # Description of Item From North | From West 
Wall val 
Apple I-Phone from top of ottoman 16° 
Contents of Nike shoe box found 
on top shelf of mudroom closet 


48 36 Tan colored bag from floor of 
mudroom closet -- 








“Coach” purse located on kitchen 
floor 


Envelope containing check 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 

[1 ACTIVE П 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED С VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST О 6 NO CRIMINAL ASPECT П B PROSECUTION DECLINED O JUVENILE - NO CUSTODY 
O 3 SUSPENDED с Е FUGITIVE D C EXTRADITION DECLINED 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
TM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 

ECEIVED BY ME. 


: ALE INVESTIGATOR 1.D. + REPORT DATE: Zp - SUPERVISOR LD. # APPROVAL DATE: 
Det. Keith D. a 0994 Jan. 24, 2013 0245 / 2 P 
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p pese To 

| ' from inside table 

КЫЛ ШШ i i Y 
shelf 


| 95 | — |CiscoDVRfromeabinetundeTVv| | | 


1º Floor South Living Room 


Placard # 
79 


Printed e-mail conversations found 
in basket 


| go | | Legal documents found in basket 


82 School related paperwork in the 
name of Adam Lanza found in 
basket 
| ИШЕ ii ion 
in basket 


2" Floor Master Bedroom 


Distance Distance 
Item # | Placard # Description of Item from North | from East 
: Wall . Wall 


One Savage Mark II .22 rifle 13%” 3710” 



















ser. #: 1605038 


One spent .22 caliber shell casing 115” 
on floor 
vertical 
[e| O ii зы [7 
top of bed 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
[47 1 ACTIVE O 4 EXCEPTIONAL CLEARANCE П A OFFENDER DECEASED П VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST ІП 6 NO CRIMINAL ASPECT П B PROSECUTION DECLINED O JUVENILE — NO CUSTODY 
O 3 SUSPENDED . D F FUGITIVE O C EXTRADITION DECLINED 











THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 

NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 

OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 

С CM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
CEIVED BY МЕ. 


Ta 2” SI D INVESTIGATOR LD. # REPORT DATE: "$e. SIG RE: SUPERVISOR LD. # APPROVAL DATE: 
22 с> AL 
Det. Keith D. Hoyt 0994 J an. 24, 2013 Sgt. у> 0245 и, 2 Si 
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O CLOSING O EVIDENCE Page 2 018. 
LIMES. i) 1 
- from top of bed 
MEN One orange towel with green and DEB 
white stripes with BLS from top of 
pillow under deceased head 
ЕДЕ Day 3 | One brass colored shell casing on ee S 
floor behind ottoman 
И #2 Day 3 | Onebrass colored shell casing on Kaka 
floor behind bed 
БИЕТ 
Mini 14 





Hand drawing E person 
with handg 


£.t One Volunteer Thank You card | | | 


Receipts and emails of firearm 
ammunition and shooting sup ие 


16 day planner pands 


Е Items related to school --- 


Verizon Wireless bills for phone #: 
03,05 and 03,05 
Five books (O |__| 
| 76 | | Medialpaprs || 
Handwritten papers artwork and 
literature pertaining to Adam Lanza 

















CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
[4^ 1 ACTIVE D 4 EXCEPTIONAL CLEARANCE П A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST О 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED D JUVENILE - NO CUSTODY 
O 3 SUSPENDED O F FUGITIVE O C EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
M THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
¿CEIVED BY ME. 


AC do INVESTIGATOR LD. # | REPORT DATE: “се, 2 5% > SUPERVISOR LD. # APPROVAL DATE: 
€ 
Det. Keith D. Hoyt 0994 Jan. 24, 2015 0245 2277 
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27“ Floor North East Bedroom 
Storage Room 


Distance Distance 
Description of Item from North | from East 
Wall Wall 
P226R = 
G20SF 
—— [€ 
green 
| тиси 
EE 


22 





One plastic Plano gun case 
One blue white duffle bag 
containing ammunition, ear plugs, 
protection 


Placard # Description of Item Distance 


One LG Verizon cell phone with 
battery removed 
One black “Mead Memo” pas with 
writings 


| Distance | 
One black folding wallet with 
miscellaneous ID for Adam Lanza 
One Iverea USB device Esa, 
One Honda ignition ke fo d 


One Capital One Visa card in the 
name of Adam Lanza 


TYPE OF EXCEPTIONAL CLEARANCE 


















CASE STATUS 







[#71 ACTIVE O 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED D VICTIM UNCOOPERATIVE. | 
O 2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
O 3 SUSPENDED O -F FUGITIVE A C EXTRADITION DECLINED 









THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 

NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 

OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
M THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


ECEIVED BY ME. 
INVESTIGATOR ID. # | REPORT DATE SUPERVISOR тке SUPERVISORLD.# | APPROVAL DATE: 
0994 Jan. 24, 2013 52, ОҚА E Tam 0245 Y 
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274 Floor South West Bedroom 
Computer Room 











Distance Distance 
from North | from West 
Wall Wall 


— pm Seagate Barracuda hard drive езе 
| Coste built computer tower БЕС; Жан нен Жән 
ЕЕ One Sony Play Station 13° | 8? | 


One small caliber live bullet 3'5" 10'3” 
labeled with “С” 


Empty package for Peltor 5°5” 3°5” 
disposable ear plugs 
Three keys on top of cabinet DS 211” 


M NN Lab зай Mal EA 
shells cut open | | 
АБЫЙ Biol ый Жый 
paper articles 
“Amish Grace” 


L2 | T | One Microsoft XBox | 2 EF 


Contents of gun safe 22” Against east 
(See evidence report for wall of 
Closet 


BENE 7 ui WENN 
with serial #: HC22273A Safe 
shotgun magazine manual Shelf 
16 КИ Paperwork for Canta shotgun SN Second 
HU 9404110 Shelf 
| 12 |  Contentsofthirdclosetshelf | 7 | Third | 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
(27 1 ACTIVE O 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED О VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST П 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED O JUVENILE - NO CUSTODY 
O 3 SUSPENDED O Е FUGITIVE O C EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 


Placard # 






Description of Item 
























































OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
М THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
ЕСЫМЕО BY ME. 


It vESTIGATO е) 7 INVESTIGATOR LD. # REPORT DATE: CANA = SUPERVISOR LD. # APPROVAL DATE: 
A e Ж” 0994 24, 2013 OG, А 
Det. Keith D. Hoyt Jan. 24, қ "<< 0245 Ж” 
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AEE IE 
complete list 
Killer — i ШЫЙ ыд 
30 video cassettes 
and video game parts 

Contents of top drawer of filing 510” 2737 
cabinet (See evidence report for 

Lanza 
usn e — 

magazine with 10 rounds of ammo safe 

cio. 

strap safe 


2" Floor South East Bedroom 


Placard # Description of Item 


24 18 One Transcend storjet external 3" shelf 
USB 


One hard drive platter | 3"shef | — ^ — | 


Contents of white plastic bag Bag found in 
(See evidence report for closet on top 
complete list) of computer 

tower 




























CASE STATUS 





TYPE OF EXCEPTIONAL CLEARANCE 


W 1 ACTIVE D 4 EXCEPTIONAL CLEARANCE П A OFFENDER DECFASED O VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST D 6 NO CRIMINAL ASPECT С B PROSECUTION DECLINED О JUVENILE- NO CUSTODY 
O 3 SUSPENDED O F FUGITIVE O C EXTRADITION DECLINED 





THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
” M THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


¿CEIVED BY ME. 
INVESTIGATOR 1.D. # REPORT DATE: IA SATURE: SUPERVISOR 1.0. # APPROVAL DATE: 
” 2 А 
0994 Jan. 24, 2013 С John Е. Turner 0245 257 


“. a DRE 
06110 
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Basement 


Item # | Placard # Description of Item Distance Distance 
from North | from East 
Wall Wall 


5 paper targets from closet under 
stairs 


One X Box 360 


One Western Digital internal hard 
drive 

One cardboard target behind couch Against 10°4” 

south wall 





One brown/black canvas pistol 
carrying case found within box 
53 | Miscellaneous X Box games from 
basement computer desk 
“Various school paperwork in the 
name of Adam Lanza 
One Verizon Samsung clamshell 
style cell phone found within box 
in basement 
One digital image print of child and 
various firearms 
One Lynksys wireless broadband 
router serial number: 
CSV 01 H 298018 
One Motorola surfboard cable 
modem with serial # | 


073G4FWJLB76 


Case Status: This case is open and under investigation. 






































































CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 





[37 1 ACTIVE т П 4 EXCEPTIONAL CLEARANCE п А OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
D 2 CLEARED BY ARREST D 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED П JUVENILE — NO CUSTODY 
O 3 SUSPENDED - OD Е FUGITIVE П C EXTRADITION DECLINED 






THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


“CEIVED BY МЕ. z Б 
INVESTIGATOR LD. # REPORT DATE: SUPERVISOR SUPERVISOR LD. # 
Б ЫЎ жэ 
0994 Jan. 24, 2013 Set, ston 0245 


ПСАТОА. SIG RE 
06111 











APPROVAL DATE: 
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CFS12-00705354 
Homicide-Nancy Lanza 
December 14, 2012 
36 Yogananda St Sandy Hook CT 
First Floor Layout No Evidence 
Drawn to Approximate Scale 
Det. Hoyt #994 





North 
Living 
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2nd Floor 


South Living 
Room 


South Dining 
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CFS12-00705354 
Homicide-Nancy Lanza 
December 14, 2012 
36 Yogananda St 
Sandy Hook CT 
Second Floor Layout 
No Evidence 
Drawn to Approximate Scale 
Det. Hoyt #994 


A 
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Master 
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11" 4" 


Closet 
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1 2 4" 
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North East Bedroom 
Storage Room 































































С Master S 
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Ваїһгоот | 
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Computer Room | 
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A | 
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Safe 
ils | 
TV Stand 812 TV Stand 
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<=? » 
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CFS12-00705354 A 
Homicide-Nancy Lanza 
December 14, 2012 
36 Yogananda St 
Sandy Hook CT 
Basement Layout 


No Evidence 
Drawn to Approximate Scale N 
Det. Hoyt #994 






Utility Room 
Storage Room 


u9 cC 





1 T e" 


| Dryer Washer т 


Laundry Room 
Storage Room 



































ч Exercise Room di 
со Family Room © 
Built | 
In 
Shelves 
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Gaming Area 
Amore \ Т LITI 
29' ҒЫ; 
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CFS12-00705354 
Homicide-Nancy Lanza 
December 14, 2012 
36 Yogananda St Sandy Hook CT 
First Floor Layout With Evidence 
Drawn to Approximate Scale 
Det. Hoyt #994 











Basement 
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CFS12-00705354 
Homicide-Nancy Lanza 
December 14, 2012 
36 Yogananda St 
Master Sandy Hook CT 
Bedroom Second Floor Layout 
With Evidence 
Drawn to Approximate Scale 
Det. Hoyt #994 
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CFS12-00705354 A 
Homicide-Nancy Lanza 
December 14, 2012 
36 Yogananda St 
Sandy Hook CT Utility Room 
Basement Layout Storage Room 


With Evidence 
Drawn to Approximate Scale 
Det. Hoyt #994 
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Sec 7 - Body Survey Report and Images of Nancy Lanza.pdf 


Connecticut State Police 
Eastern District Major Crime Squad 


BODY SURVEY 
Page 1 


CFS 12-00705354 | 
12/15/12 Time | 0225 hours || 


Location where survey was conducted | Master bedroom of 36 Yogananda St. Sandy Hook |. 
Survey Conducted b Det. Vining #343 


Nancy Lanza 
36 Yogananda St. Sandy Hook, CT 


09/06/60 Age 
Height | | Weight 


Glasses 
[Scars |Noneobserved — S O 
кек ele сны CROCI MERERI NNNM. 
i cin criminose TS 


| Marks | None observed — — — — | 
AAA ee al 
а 





Presumption/Pronouncement of Death 12/14/12 Time | 1420 hours 


Dennis Posila 
Paramedic with American Medical Response 


Name of Hospital 
Hospital Record # 
Attending Physician 
Primary Care Nurse 





Consent for Medical Records Obtained From Famil |YES| [NO]|X | 


Date Supervisor's Signature Date 
Sgt. John Tumer #245 
/ > <//4 s diim _ A 














Investigator's Signature 


Det. Priscilla Vini 43 
Pag 


Revised 6-7-06/MCS/JFT 
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Connecticut State Police 
Eastern District Major Crime Squad 


BODY SURVEY 
(Page 2) 


Notification of Medical Examiner 


Disposition of body per ME: Autops 













REMOVAL INFORMATION 
Body removed to: Office of the Chief Medical Examiner 


Body removed by: Connecticut Trade Mortuary Service-Chris Pender and Eddie Peak 
Date: 12/15/12 Time: 0335 hours 


Description of Injuries: 


Apparent gunshot wounds to left center portion of forehead and in area of left eyebrow. 
















Ect. 


Pink ladies pajama pants and top with black polka dots. 





Evidence of Medical Intervention 
Medical lead pad on left wrist and left side of waist. 





















Investigator”s Signature Supervisor's Signature 
Det. Priscilla V: 45 


e 
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Connecticut State Police 
Eastern District Major Crime Squad 


BODY SURVEY 


Color of Lips Tale 


Color of Fingertips: 


кене e 0] 


Evidence of Petechial Hemorrhage | Eyes || Yes | | No | || Gums || Yes |X [No] || 
Fingerprints taken: 


mL SE 
Hands Bagged: YES NO |X 


| Feet Bagged: |5) ло |х | 
Clothing Collected: |YES | |NO |X | 
Evidence Collected: YES | М [|X | 


Additional Comments: 
| Body bag sealed on 12/15/12 at 0255 hours by КОН. — sù 
Seal# 0113040 
ик | 
See supplemental autopsy report for further details. 


















es with position 






























Investigator”s wp 






Date Supervisor's Siguro 
Sgt. John Tum: p 






06120 


| Sec 7 - Body Survey Report and Images of Nancy Lanza.pdf 
—L, 


CONNECTICUT TRADE 


MORTUARY SERVICE STATE OF CONNECTICUT 


OFFICE OF THE CHIEF MEDICAL EXAMINER 
TEL. (860) 679-3980 














95 DIXWELL AVENUE #2 
NEW HAVEN, CT 06511 
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of death and place recorded). 
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o ER PH 203-808-2226 
сїог Fax B60-216-5359 


has been authorized. 








e NO. 
ON (Date) AT (Time) | 
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мар Z 


FROM (Institution) 


C26 2c. 
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rel. 








PERSONAL PROPERTY: 
OTHER: 
BODY O SWEATER HOSIERY O SKIRT О wate 
(and property) 
RELEASED JO солт O SHOES CeNIGHTWEAR O EYEGLASSES 


O TROUSERS [7/UNDER-CLOTHES O BATHROBE La 
\ 
\ 


MONEY: Wallet О ves @ме 
Bills: Change: 










O SHIRT O DRESS O BABY CLOTHES 










O BLOUSE 





О ВЕТ _ 


















THE BODY AND THE ABOVE Print Мада — — (Signature) 7 
ITEMS HAVE BEEN RELEASED BY: _ 522 Soil JURMO Cr и lese 
эрү МАМЕ А МСҮ 





772/222 Se 


e - 8. 
PERSON MAKING REMOVAL (Print Name) 
e» : 2] e „дз d 






(auia property) 
REMOVED Li 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety INITIAL CONTINUATION [ | STATEMENTS 
Narrative Report AR SUPPLEMENTARY PHOTOGRAPHS CFS 12-00705354 
RE-OPEN SKETCH MAP Page / of 
“a ASSIST EVIDENCE күнү 
3-302-C (Revised 04/03) CLOSING 
DIGITAL IMAGE REPORT 
Body Survey 


Nancy Lanza DOB: 09/06/60 


On 12/15/12 at approximately 0225 hours the attached twenty-seven (27) digital color photographs were taken 
in connection with a homicide investigation being conducted by the Connecticut State Police Eastern District 
Major Crime Squad at 36 Yogananda Street in Sandy Hook, CT. 


АП of the photographs were taken at 36 Yogananda Street, the residence of Nancy and Adam Lanza while 
conducting a Body Survey on Nancy Lanza in her master bedroom. 


The photographs were taken by Detective Priscilla Vining #343 of the Eastern District Major Crime Squad in 
Norwich, CT with a Nikon D300 digital camera and flash card. The photos were later transferred from the flash 
card to a Maxell CD-R disc and further copies were made. 


One copy is being stored at the office of the Eastern District Major Crime Unit, 401 W. Thames Street Norwich, 
Connecticut. Three other copies will be disseminated along with the case book for this investigation as follows: 

(1) copy to the Western District Major Crime Unit; (1) copy to the Danbury State's Attorney's Office and (1) — 
copy to the Connecticut State Police Reports and Records Unit Connecticut. 


.chments: 
e One thumbnail image sheet 
e Copy of Maxell CD-R Compact Disc containing digital images 








CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| $4 1-ACTIVE | | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: І AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
ЕРОМ THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 













INVESTIGATOR 1.D. SUPERVISOR M 
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Connecticut State Police 
Eastern District Major Crime Squad 


Autopsy Observation Report 


| Case# | CFS-12-00705354 | Title: | Homicide 02) 


Date: | 12-16-12 Time: | 0915 hrs Location: | Office of the Chief Medical Examiner 
11 Shuttle Road 
Farmington, Connecticut 





Detective's Name: Det. Daniel Cargill 550 
Detective's Name: Set. John Turner 245 


Dr. Carver OCME Case # 12-17626 
Nancy J. Lanza 
36 шша Street Sandy Hook, Connecticut 


09-06-60 Age Ee ace We Ser етае Build | Tha 
[Brown |Еуез | Brown | 


























Clothing Description: Victoria Secret brand pink long sleeve button down pajama top and matching elastic/draw 
string pants with black dot pattern. White socks and tan Victoria Secret underwear. 









Description of Injuries: Three holes in head in the area of left eyelid orbital region, center forehead, and left 
temporal region. A fourth entry was located in the outer corner of the left eye at the bifurcation of the eyelids. The 
holes are consistent with entry wounds. 


Evidence of Medical Intervention: AED adhesive pads located on the left posterior forearm and lower anterior 
abdomen. 


Fingerprints taken by: Det. Cargill 8550 
Identification by Fingerprints at SPBI: 
Identification by Family: 





Identification by Dental Records: 


Cause of Death: Multiple Gunshot Wounds of Head 
Manner of Death: Homicide 











Da. a> Carg pill 550 
Revised 10-15-12/JFT/MCS 
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State of Connecticut REPORT TYPE: ATTACHMENTS: | DPS INCIDENT NUMBER: 
Dept. of Public Safety INITIAL CONTINUATION | | STATEMENTS 


Narrative Report SUPPLEMENTARY PHOTOGRAPHS CFS-12-00705354 
ELA 


RE-OPEN SKETCH MAP 
ASSIST Page 1 of 2 
'PS-302-C (Revised 04/03) CLOSING 





AUTOPSY DIGITAL IMAGE REPORT 


On 12-16-12 the following (21) digital images were taken by Sgt. John Turner of the Eastern 
District Major Crime Squad as part of a murder investigation being conducted in the Town of 
Newtown, Connecticut. 


The images described below were taken during the post-mortem examination of: 

NANCY LANZA 

36 Yogananda Street 

Newtown, Connecticut; 

Date of Birth- 9-6-1960/ White, Female 

ME # 12-17626 

The post-mortem examination was conducted by Chief Medical Examiner Dr. H.W. Carver II. 
Cause of Death: Multiple Gunshot wounds of head 

Manner of Death: Homicide 








Autopsy attended by: Sergeant John Turner- Eastern District Major Crime Squad 

Detective Daniel Cargill- Eastern District Major Crime Squad 
The images were taken using a Nikon D-300s SLR Camera with flash. The images were 
transferred from a SD Digital Card to a CD and are attached to this report. 


IE: b БЕНЕН 
with ME Placard # 12-17626 

with ME Placard # 12-17626 
Left Lateral view of Nancy Lanza, clothed, prior to washing, 
4 Left Lateral view of Nancy Lanza, unclothed, prior to washing, 
with ME Placard # 12-17626 
Right Lateral view of Nancy Lanza, unclothed, prior to washing, 
with ME Placard # 12-17626 
Left lateral view/Close-up of upper torso and head of Nancy Lanza 


Full face view of Nancy Lanza prior to washing 
Anterior view of upper chest and head of Nancy Lanza after washing 















































TYPE OF EXCEPTIONAL CLEARANCE: 
[Х| 1-АСТІМЕ Г | 4EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED Г | D-VICTIM UNCOOPERATIVE 
| | 2-CLEAREDARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED [ | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 











THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 

MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 

*ROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
ECEIVED BY МЕ. 


AVESTIGATOR SIGNATURE INVESTIGATOR LD. REPORT DATE | SUPERVISOR SIGNATURE SUPERVISOR 1.0. APPROVAL DATE 
; к j 
22 areal али /| on | N Nts 
22 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety 


INITIAL CONTINUATION [ | STATEMENTS 
Narrative Report Ақ E SUPPLEMENTARY [x | PHOTOGRAPHS CFS-12-00705354 


RE-OPEN SKETCH MAP 
ASSIST EVIDENCE Page 1 of 2 
CLOSING TELETYPE 

OTHER 


NPS-302-C (Revised 04/03) 





AUTOPSY DIGITAL IMAGE REPORT 





. . 


10 Full Face view of Nancy Lanza after washing/without scale, showing four gunshot 
wounds to center of forehead, left temple, left eye, left orbital area 














View of top of skull depicting fractures- Nancy Lanza 





Left Lateral view of skull depicting hemorrhage and fractures without scale 


Left Lateral view of skull depicting hemorrhage and fractures with scale 
View of top of skull depicting fractures- Nancy Lanza 


Right Lateral view of skull depicting hemorrhage and fractures with scale 
View of brain depicting various areas of hemorrhage 








. . . 


View of interior cranium, after removal of brain 
18-19 | 


18-19 Photo of AP view x-ray of cranium showing 4 projectiles/metal fragments 
Photos of four projectiles removed from victim 





20-21 








CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


[Х| 1-АСТІМЕ [ | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED [ | D-VICTIM UNCOOPERATIVE 
Г | Z-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
"ECEIVED BY ME. A. 
MESTIGATOR SIGNATURE .D. REPORT DATE 





2-22-/2-- 
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PHOTO (1) PHOTO (2) HC PHOTO (4) PHOTO (5 
- à 12-00705354. 12-16-12. 12-00705354. 12-16-12. 12-00705354. 12-16-12. 12-00705354. 12-16-12 
PHOTO (6) PHOTO (7) PHOTO (8) PHOTO (9) PHOTO (10) 
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CONNECTICUT STATE POLICE 


Eastern District Major Crime Squad 


VEHICLE SURVEY REPORT 


Јаве # CFS12-00705354 Title: Homicide 
Detective Vining #343 


ati cdi sei 
Location where survey was conducted? Garage of 36 Yogananda Street Sandy Hook, CT 
| Date |12/14/12 2132 hrs Time Concluded | 2216 hrs | 


Registration Plate Number | CT 593XGR 
| Model | Sule 3 Series 2009 


[Make [BMW | | 
Color | Silver__________|Style_ |4door 


36 Yogananda Street Sandy Hook, CT 













Insurance Compan Oberg Insurance Agen 
Policy Number RB 750295 


Policy Holder?s Name 








09/23/13 
Additional Observations (Describe Damage, Stickers, Etc.) 


On inside of windshield, center, Massachusetts Turnpike Authority “Fast Lane” 


Ser# G3B*02101696952* 


Rear license plate frame “BMW of Ridgefield” 








*Of note* The rear hatch of the vehicle had been opened prior to our arrival by members of the Connecticut 
State Police Tactical Team during their initial entry and securing of the scene. 









vestigator’s 5] 


Det Priscilla Vining #343 жй. 


Revised 6-5-06/MCS/JFY— -” 
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CONNECTICUT STATE POLICE 


Eastern District Major Crime Squad 


VEHICLE SURVEY REPORT 
POSITION OF: 


Driver Front Door 


Closed 


г A A e 
Open | 










Rear Hatch or Trunk 
Ignition Intact 
Keys for Vehicle In pocketbook of Nancy Lanza (found on kitchen floor 


| Gear Shift Position Рак | 
[Dome Light —  |Workng | (| 
Steering Wheel Position n/a 
Steering Wheel Condition 
Wipers 
Radio 
Radio Station 
Clock Time 
Rear View Mirror 
Passenger Side view 
mirror 
Driver Side view mirror 
Gas Gauge n/a 
Windshield Condition 
Driver Front window 
Passenger front window 
Driver Rear window 
Passenger rear window 












































na . 
n/a 

n/a 

n/a 
ntact 
Intact 

















Down appx. 2 inches 








hn Fufner, #0245 


vestigator's Signature Supervisor's 
» iscilla Vining? $ | Sg f 


Revised 6-5-06/MCS/JFT 
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CONNECTICUT STATE POLICE 


Eastern District Major Crime Squad 
VEHICLE SURVEY REPORT 
VEHICLE CONTENTS 


Describe area search and items located within each location 


Photograph contents removed 
[Trunk | — — | 


Right Rear Seat Left Rear Seat Ashtray ( Specify Location Trunk 
Rear storage Area Pick-up bed Describe any other area as required | 


Contents of: 


Driver's Door Pocket: 2 car wash tickets from “BMW of Ridgefield” for “Classic Car Wash" 








Front Passenger Seat: cell phone car charger; 1 pair ladies leather gloves. 





Loose change; return address stickers in the name of “Nancy Lanza 36 Yogananda St. Sand | 
_ | Hook, СТ 06482; 1 silver hand tool. —]1- 





Glove Compartment: individual packages of “Kleenex” tissues; packets of sterile wi 
Vehicle paperwork (registration and insurance). 
"ear Driver's Side of Bench Seat: 2 classical music CD's; 1 umbrella 


.«ear Center Bench Seat: 1classical music CD; 1 umbrella. 


nes; motor 








Rear Passenger's Side of Bench Seat: 1 wicker basket with lid containing-BMW handbook; 


Miscellaneous women's toiletries. 
i i Г. 

















vestigator’s Si; Date 













се 
umer, 80245 


06132 3 of 2 





As 
Det. Priscilla Vining 4343 //А##т 


Revised 6-5-06/MCS/JFT 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: ` 
Dept. of Public Safety INITIAL CONTINUATION | | STATEMENTS : 
Narrative Report SUPPLEMENTARY PHOTOGRAPHS CFS 12-00705354 


E RE-OPEN SKETCH MAP Page / of / 
ASSIST EVIDENCE 


3-302-C (Revised 04/03) CLOSING 





DIGITAL IMAGE REPORT 
Vehicle Survey 
CT 593XGR 
Silver 2009 BMW 4 door 
VIN# WBAPK53599A6433 


On 12/14/12 at approximately 2132 hours the attached forty-four (44) digital color photographs were taken in 
connection with a homicide investigation being conducted by the Connecticut State Police Eastern District 
Major Crime Squad at 36 Yogananda Street in Sandy Hook, CT. 


АП of the photographs were taken of a silver 2009 BMW registered to Nancy Lanza of 36 Yogananda Street, 
Sandy Hook, CT. This vehicle was parked in the west bay of the attached two car garage of the Lanza home. 


The photographs were taken by Detective Priscilla Vining #343 of the Eastern District Major Crime Squad in 
Norwich, CT with a Nikon D300 digital camera and flash card. The photos were later transferred from the flash 
card to a Maxell CD-R disc and further copies were made. 


One copy is being stored at the office of the Eastern District Major Crime Unit, 401 W. Thames Street Norwich, 

Connecticut. Three other copies will be disseminated along with the case book for this investigation as follows: 

(1) copy to the Western District Major Crime Unit; (1) copy to the Danbury State's Attorney's Office and (1) 
ду to the Connecticut State Police Reports and Records Unit Connecticut. 








Attachments: 
e One thumbnail image sheet 
e Copy of Maxell CD-R Compact Disc containing digital images 


CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| S<]_1-ACTIVE | | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE, OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 


FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 


RFCEIVED BY МЕ. 


SUPERVISOR SIGN SUPERVISOR 1.0 APPROVAL DATE 
+ > Ж P 
я . John Turner 
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12-00705354 CT593XGR 


12-00705354 CT593XGR 
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ot 2224 
12-00705354 CT593XGR 
(31) 
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(17) 


12-00705354 CT593XGR 
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(19) 
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(24) 
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(29) 
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(34) 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 


Department of Public Safety ‚ | 0 INITIAL O ASSIST = т > Hor. CFS12-00705354 


Narrative Report wv O SKETCH МАР 


DPS-302-C (Revised 04/03) с CLOSING O EVIDENCE Page 1 Of 1 . 





POST-MORTEM EXAMINATION REPORT 
FOR NANCY LANZA 


On Monday November 4, 2013 this writer received a copy of the post-mortem examination report of 
Nancy Lanza DOB 09-06-1960. The examination was conducted on 12-16-2012 by Chief Medical 
Examiner H. Wayne Carver III, M.D. at the Office if the Chief Medical Examiner located at 11 Shuttle 
Road Farmington, CT. 


The report cites the Cause of Death as: “Multiple Gunshot Wounds of Head”. The manner of death has 
been certified as: *Homicide". (See attached 9 page report). 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
O 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
П 2 CLEARED BY ARREST O 6 NOCRIMINAL ASPECT O B PROSECUTION DECLINED O JUVENILE - NO CUSTODY 


O 3 SUSPENDED О Е FUGITIVE D С EXTRADITION DECLINED 








-80 REDEIED, BY ME. 


$ \ е ASA INVESTIGATOR LD, # J SUPERVISOR 1.0. # APPROVAL DATE: 
MA I „эй 
SEF-DÀVISA ramoureux | 9772 A SGT. FORR 0229 у-е5 AE 
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STATE OF CONNECTICUT 

OFFICE OF THE CHIEF MEDICAL EXAMINER 
11 Shuttle Road, Farmington, Connecticut 06032-1939 
Telephone: (860) 679-3980 Fax: (860) 679-1257 





October 31, 2013 


Detective David A. Lamoureux #772 
Connecticut State Police 

Eastern District Major Crime Squad 
1320 Tolland Stage Road 

Tolland, CT 06084 


Town: Newtown 
County: Fairfield 
Dear Det. Lamoureux: 


Enclosed please find a copy of the Autopsy, Toxicology Reports, ID Form and RE on the 
following case(s): 


CASE NUMBER NAME OF DECEASED DATE OF DEATH 


12-17626 Naney Lanza aka 12-14-2012 
Nancy Jean Lanza 






Sincerely, 


James R. Gill, M.D. 
Chief Medical Examiner 


rm 
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State of Connecticut REPORT TYPE: | INCIDENT NUMBER 
Department of Public Safety ыы [ | INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-683-C) CFS12-00705354 


Morrative Report 22.2 SUPPLEMENTARY 
„-302-С (Rev.02/02) | | RE-OPEN [_] Assist | | cLosinG PAGE / OF /4 


EVIDENCE REPORT 





During the course of the investigation, the following items of evidence were seized and 
subsequently secured in the Evidence Room at Troop A — Southbury. During the entire 4 days 
of searching the residence by members of the Connecticut State Police EDMCS, the scene 
located at 36 Yogananda St., in Sandy Hook, CT, was secured, and remained secured, by 
members of various Police Departments assisting the Newtown Police Department. 


ITEM # | Date/Time Search Description/Location 
Warrant 
es/No) 


12- 44- 12 JRP | (1) “Seagate” Barracuda 50096 hard drive with case 
2111hrs. removed, and damaged from top of small filing cabinet in 
second floor southwest bedroom/computer room at 36 




























***Item #1 was turned over їо ТРО Mitchell Warwick of the FBI by Det. David Lamoureux (CSP- 
EPMCS) on 12-15-12 at 1434hrs. See attached signed receipt for details. 


TEM É Date/Time Search шік 
Warrant 
es/No : 


12-14-12 | Yes из One custom built desktop computer in black case with no hard 

2115hrs. drive from floor of 2" floor southwest bedroom at 36 
Yogananda St., Sandy Hook, CT. Placard #6. 

Yes JRP | One “Sony Playstation 2" game console with 1 controller and 
8mb memory card seized from 2"° floor southwest bedroom at 
36 Yogananda St., Sandy Hook, CT. Placard #8. 

12-14-12 JRP | One "Dell" laptop, Inspiron 6000, SN 0107898349890528 from 




















2134hrs. top of desk on north wall of den at 36 Yogananda St., Sandy 
Hook, CT. Placard £13. 













— SOLVABILITY FACTORS 
[__] SUSPECT NAMED [__] SUSPECT CAN BE IDENTIFIED [ | VEHICLE IDENTIFIED ГТ WITNESS KNOWN 
ГГ STOLEN PROPERTY TRACEABLE [__] PHYSICAL EVIDENCE ГГ FINGERPRINTS LIFTED 


TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 


>| DATE ió 
ij CLEARED 


























THE Е ВНЕ О. АМ STIGATOR BEEN. DULY: SWORN Біле. AND SAYS THAT: FAM WRITER OF THE АТТАС ED D POLI EPORT PE ING:TO. THS INCIDENT: (CASE) NUMBER. SUAE THE INFORMATION > 
‘NED THEREIN WAS SECURED AS А Жет OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: (2) INFORMATION RELAYED:TO:ME BY OTHER: MEMBERS: MY: POLICE DEPARTMENT OR OF ANOTHER POLICE 
MENTOR (3) INFORMATION: SECURED BY MYSELF-OR ANOTHER MEMBER.OF:A POLICE DEPARTMENT: FROM THE PERSON. OR ¡PER RSONS NAMED, pa Е TEPEN; AS INDICATED NT TE ATTACHED, REPORT 
SE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SÒ RECEIVED BY: ME: E 


PRINT INVESTIGATOR E Lm pui DATE 
Detective Jeffrey Payette AIRE E <= 679. 
PRINT SUPERVISOR NAME E a 8 BERE ID. disti DATE” 















State of Connecticut 
Department of Public Safety 


N>rrative Report Sy. 


ы ,-302-С (Rev.02/02) 


Sec 11 - Evidence Reports.pdf 


REPORT TYPE: INCIDENT NUMBER 
[| INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-683-C) CFS12-00705354 
| | SUPPLEMENTARY 
Г] RE-OPEN | |] Assist. . | | cLosine PAGE 2 OF Jg 








2249hrs. 






12-14-12 | Yes JRP . ) ”, А in fi 
2146hrs. floor north living room at 36 Yogananda St., Sandy Hook, CT. 
Placard #15. 


12-14-12 |Yes One small caliber bullet, live, labeled “C” with lead colored 
7 12-14-12 JRP .| One empty package for “Peltor” disposable ear plugs from top 
2253hrs. of filing cabinet in 2"° floor southwest bedroom/computer room 


12-14-12 JRP 
2258hrs. 








One Apple "Iphone", color black, from top of ottoman in first 


projectile from floor in 2"° floor southwest bedroom/computer 
room at 36 Yogananda St., Sandy Hook, CT. Placard #1. 









at 36 Yogananda St., Sandy Hook, CT. Placard #2. 

(3) keys; (1) to gun safe, (2) for filing cabinet from top of filing 
cabinet in 2™ floor southwest bedroom/computer room at 36 
Yogananda St., Sandy Hook, CT. Placard #4. 
(5) "Winchester" 12ga. Shotgun shells, cut open, with 
buckshot, from bottom cabinet drawer (filing cabinet) in ge 
floor southwest bedroom/computer room at 36 Yogananda 
















St., Sandy Hook, CT. Placard #5. 
(from 1891), 
















12-14-12 | Yes JRP 
2302hrs. 
12-14-12 | No JRP 
2305hrs. 
11 12-14-12 JRP | (1) hard cover copy of “Amish Grace” from bottom drawer of 
2320hrs. filing cabinet іп 27% floor southwest bedroom/computer room at 
36 Yogananda St., Sandy Hook, CT. Placard #5. 
12 12-14-12 | Yes JRP 
2324hrs. 


12-14-12 | Yes 
2337hrs. 


ЛЕР | Contents of brown gun safe to include the following: 













(13) pages 
some pertaining to a shooting of school children from bottom 


drawer of filing cabinet in 274 floor southwest 
bedroom/computer room at 36 Yogananda St., Sandy Hook, 
CT. Placard #5. 


















One Microsoft “Xbox” with partially obliterated serial number 
from TV cart іп 2" floor southwest bedroom/computer room at 
36 Yogananda St., Sandy Hook, CT. Placard #7. 









- One white plastic bag containing (30) Winchester 
12ga. shotgun shells. 

- Black leather handgun holster. 

- "Planters" can with numerous .22cal. and .45 cal. 
bullets. mE 







Г | SUSPECT NAMED Г] SUSPECT CAN BE IDENTIFIED (1 VEHICLE IDENTIFIED Г] WITNESS KNOWN 


[^] STOLEN PROPERTY TRACEABLE 








СОТНЕ UNDERSIGNED, AN INVESTIGATOR HAVING. BEEN DULY DEPOSE 
с "NED THEREIN: WAS SECURED AS A RESULT ОҒ (1). МҮ PERSONAL es KNOWLEDGE: (2) INFORMATION RELAYED TO ME 
¡THER:MEMBI 


SWORN, 


OR (3) INFORMATION SECURED: BY MYSELF OR АМО 


MENT; OR 
АЕ REPORT IS AN ACCURATE STATEMENT. OF THE INFORMATION SO RECEIVED BY 


PRINT INVESTIGATOR 
Detective Jeffrey Payette 


[__] PHYSICAL EVIDENCE Г ] FINGERPRINTS LIFTED 


TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 


71 DATE EXCEPTIONALLY 
А DEATH OF OFFENDER : -D VICTIM REF TO COOPERATE. CLEARED 
1 B PROSECUTION DECLINED JUVENILES NO:CUSTOD: 
| C EXTRADITION DENIED Pn 


с ESA AND SAYS THAT: AM WRITER o THE HED PO TREPORT PERTANING тб THE. EE КӨБЕН CASE NU МЕЕ, CEDE HA INFORMATION 
OTHER MEMBERS МҮ 
OF A POLICE DEPARTMENT БЕКМАН каға қов балтыр NAMED OR IDENTIFIED EE, AS INDICATED IN N TE E ATTACHED E REPORT 
ME: 2 


INVESTIGATOR SIG M зис 1D. REPORT DATE 
5262 yz -— 
PERYISOR SIENAT SUPERIOR ID. TESORI e 
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State of Connecticut REPORT TYPE: | INCIDENT NUMBER 
Department of Public Safety a E? С] INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-683-C) CFS12-00705354 


Marrative Report A SUPPLEMENTARY 
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- Box containing (8) boxes of “Winchester Wildcat” 
#13 .22cal. bullets with 50 rounds per box. 
Cont. - Box with 20 "Estate" 12ga. shotgun shells. 
- (4) boxes of "SB" buckshot 12ga., 10 rounds per box. 
- Вох of "Lightfield" 12ga. slugs. 
- Box of 20 "Prvi Partizan" 303 British rifle cartridges. 
- Box of 20 - "Federal" 303 British rifle cartridges. 
- 2 boxes of 22 long rifle "Blazer", 50 rounds each. 
- Small plastic bag of screws and allen wrenches . 
- Small blue folding knife. 
- Wooden box with numerous rounds of "Winchester" 
.45cal bullets. 
- (2) boxes of 50 rounds - "PPU .45cal. auto. 
- Box of 20 rounds "Remington" .223cal. 
- (3) boxes of "Blazer" 40 S&W, 50 rounds each. 
- (2) boxes of "Winchester" 5.56mm, 20 rounds each. 











= Box of "Magtech" 45ACP with 30 rounds. 
- Empty box of "SSA" 5.56mm. 
- Box of "Fiocchi" .45auto with 48 rounds. 
- Box for "Battle Tested" vest accessories. 
- Leather Dual magazine holder. 
- 80 rounds of "CCI" .22 long rifle. 
- (6) boxes of "PMC" .223 rem, 20 rounds each. 
- "Safariland" holster paperwork. 
- (6) "Winchester" 9 pellet buckshot shells (12ga.) 
- (2) "Remington" 12ga. slugs | 
- (3) Winchester” .223 rifle rounds. 
(31) .22cal. rounds 
from | їп 27“ floor southwest bedroom/computer room at 36 
Yogananda St., Sandy Hook, CT. Placard #9. 
Yes PAV | One “Enfield” Albian bolt action rifle, .303cal., model no. 4MKI, 
serial number HC22273A from inside gun safe in closet in 
southwest second floor computer room/bedroom at 36 
зеза St, sam Lisl CT. Placard £9. 











12-15-12 
0023hrs. 







SOLVABILITY FACTI ORS 
Г] SUSPECT NAMED [__] SUSPECT CAN BE IDENTIFIED (| VEHICLE IDENTIFIED ГГ WITNESS KNOWN 
ГГ STOLEN PROPERTY TRACEABLE [| PHYSICAL EVIDENCE ГГ FINGERPRINTS LIFTED 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 


ee EN Se Esci DATE EXCEPTIONALLY 
1 СТЕ. 72 CLEARED Y ARREST. 3 ‘SUSPENDED. 25 CA DEATH OF OFFENDER - D VICTIMA REF TO COOPERA 
2 EXCEE DONA. CLEARANCE > 6.NO (CRIMINAL ASPECT EB: PROSECUTION. DECEINED E JUVENILE-NO CUSTOD 
Ci TRAD 


THE TINDERSIGNED, AN INVESTIGATOR HAVING! BEEN Y SWORN CHED; POLICE REPORT PERTAINING 36 INCIDENT CASS NUMBER: THAT THE INFORMATION: 
D "NED “THEREIN WAS SECURED AS A RESULT" OF г МУ PERSONAL OBSERVATION AND “KNOWLEDGE: 2) INFORMATION: RELAYED ТОМЕ BY OTHER MEMBERS MY POLICE: DEPARTMENT. OR:OF ANOTHER POLICE". 
MENT; OR (3) INFORMATION SECURED' BY MYSELF:OR ANOTHER MEMBER OF А POLICE DEPARTMENT. ROMTE, PERDONO) OR PERO NAMED OR УЕ TEREN xs INDICATED К ¡THE ATTACHED. REPORT: E 

„ЗЕ REPORTS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY МЕ: ` y 


Detective Jefrey 222 
Detective Jeffrey Payette AA : Sa 679 
2 
245 2-2 b 





Sec 11 - Evidence Reports.pdf 


State of Connecticut REPORT TYPE: INCIDENT NUMBER 
Department of Public Safety - rt [ ] INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITE Des 68-0) CFS12-00705354 
Narrative Report 2% SUPPLEMENTARY 

j-302-C (Rev.02/02) [ ] RE-OPEN [_] Assist Г] cLosinG PAGE 7 oF /4 


“| 12-15-12 JRP | Contents from second shelf in bedroom closet to include: 
| 0025hrs. - (2) boxes of "Underwood" 10mm auto each with 50 
rounds. 
- (130) rounds of "Lawman" 9mm luger in 3 boxes. 
- Handwritten note card teganing ammunition and 
magazines. 
- "Glock" handgun manual. 
- MD-20, 20 round shotgun magazine manual 
- MD Arms V-Plug guide. 
- Plastic bag of misc. parts. 
- "Peltor" ear plugs 
from 2™ floor southwest bedroom/computer room at 36 
Yogananda St., Sandy Hook, CT. Placard #10. 


16 12-15-12 Paperwork for “Canta” shotgun, version CO-021, SN 
0038hrs. HU9404110 from second shelf from floor in closet in 2" floor 
southwest bedroom/computer room at 36 Yogananda St., 























12-15-12 | Yes Contents from third shelf т bedroom closet to include: 
0047hrs. - (2) spent shell casings from factory for Glock 10mm, 
SN - SMA461. 
- "Bushmaster" XM15 and C15 instruction manual. 
- "Savage Arms" bolt action rifle manual. 
"Glock" paperwork. 
- (1) "Promag" 20 round, 12да. drum magazine. 
(1) "MDArms" 20 round 12ga. drum magazine. 
(1) "Uncle Mikes" Sidekick nylon holster. 
- (1) Metal Bayonet. 
- Small box of misc. rounds. 
from 274 floor southwest bedroom/computer room at 36 
Yogananda St., Sandy Hook, CT. Placard #12. 
Black bag containing numerous “TC-30” video cassettes from 
top shelf in closet іп 2" floor southwest bedroom/computer 
room at 36 Yogananda St., Sandy Hook, CT. Placard #17. 


> SECTION VI. ADMINISTRATIVE DISPOSITION == 209 SECTION VI ADMINISTRATIVE DISPOSITION ss AS THAT DO NOT APPLY SHOULD BE LERTBLANE) | THAT DO NOT APPLY SHOULD BE LEFT BLANK 
seo eee, ene, dii ei eni FACTORS 


[Г] SUSPECT NAMED [__] SUSPECT CAN BE IDENTIFIED ‚ Ц] VEHICLE IDENTIFIED ГГ WITNESS KNOWN 
(| STOLEN PROPERTY TRACEABLE Г] PHYSICAL EVIDENCE [__] FINGERPRINTS LIFTED 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 


Ax EA с “| DATE EXCEPTIONALLY 
4 ACTIVE. 2 CLEARED BYA EST. з SUSPENDED | i CA DEATH оғ Е OFFENDER. D VICTIM REF TO COOPERAT CLEARED 
4 EXCEPTIONAL EARA - B PROSECUTION DECLINE / NO 3 
F FUGITIVE | ; t | CEXTRADITION DENIED CER е 














THE UNDERSIGNED, AN INVESTIGATOR HAI ММС BEEN DULY: ‚ DEPOSES AND: SAYS. THAT:: TAM WRITER OF TE "ATTACHED POLICE. REPORT. PERTAINING TO THIS INCIDENT (CASE) NUMBER: THAT: THE INFORMATION 
г ‘INED THEREIN WAS:SECURED AS-A RESULT OF TOI MY PERSONAL OBSERVATION AND KNOWLEDGE: (2): INFORMATION. RELAYED-TO.ME BY OTHER MEMBERS MY: POLICE DEPARTMENT OR OF ANOTHER: POLICE ` 
} "MENTOR (3) INFORMATION SECURED. BY MYSELF-OR ANOTHER MEMBER'OF А POLICE: DEPARTMENT. FROM THE RERSON OR PERSONS: NOMEN, OR | IDENTIFIED, НЕВЕ М: AS INDICATED IN TE ATTACHEDIREP ORT. 
HE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION:SO: RECEIVED BY.ME 2 ^ Ê 


Detective Jeffrey Payette <> _ 679: i 
PRINT SUPERVISOR NAME ЕКО ЕЕ. SUPERVISOR. ID. APPROVAL DATE 
SGT John Tumer ЖЕР a 


Sec 11 - Evidence Reports.pdf 

















INCIDENT NUMBER 
CFS12-00705354 


REPORT TYPE: 






State of Connecticut 
Department of Public Safety jt: С] INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-683-0) 
SUPPLEMENTARY 


[. ] RE-OPEN | | Assist 


One “Naturalizer” shoe box containing misc. video game parts 
and memory cards from under television on shelf in 2™ floor 
southwest bedroom/computer room at 36 Yogananda St., 
Sandy Hook, CT. Placard #16. 
Contents of top drawer of filing cabinet to include: 
- Empty box of "Gold Dot" 9mm luger. 
- (2) empty boxes of "Winchester" 9mm luger. 
- Box of "Underwood" 10mm auto with 34 of 50 rounds. 
- Magazine with 10 rounds of .223cal bullets. - 
- Box of misc. 9mm rounds (29 total). 
- (3) "AGP Arms Inc" 12ga. shotgun magazines (empty). 
- (1) “Surefire GunMag" magazine with 8 rounds of 
“Winchester” 12ga. 9 pellet buck. 

- (2) "AGP Arms Inc" 12ga. shotgun magazines, taped 
together, each with 10 rounds Winchester 12ga. 9 pellet 
buck. 



















Narrative Report 


5-302-C (Rev.02/02) РАСЕ 5 ОЕ 


| | closing 
















19 [12-15-12 [Yes  |JRP 
0108hrs. 













20 12-15-12 | Yes JRP 
0115hrs. 



















in 2% floor southwest bedroom/computer room at 36 
Yogananda St., Sandy Hook, CT. Placard #11. 
One “Savage Mark II” .22 cal rifle, SN 1605038, with BLS 
(placard #23) with magazine containing 3 live .22cal. “CCI” 
rounds, and 1 plastic jar containing 1 spent .22cal “CC!” shell 
casing (placard #26) from master bedroom on floor next to 
bed at 36 Yogananda St., Sandy Hook, CT. Spent cartridge 
was initially chambered, and was ejected by Detectives 
rendering the weapon safe. 





734 





12-15-12 
0123hrs. 


| 
































22 Yes PAV | One plastic jar containing one spent .22cal. “CCI” shell casing 
0123hrs. from floor in master bedroom at 36 Yogananda St., Sandy 
Hook, CT. Placard #24. 
23 One “Fuji” VHS tape labeled “Ryan Lanza” from sliding shelf 


on entertainment center in second floor southwest 
bedroom/computer room at 36 Yogananda St., ini Hook, 
CT. Placard #25. 


0131hrs. 
























SECTION VI. ADMINISTRATIVE DISPOSITION - 









—SOLVABILITY FACTORS 

























[ .] SUSPECT NAMED ГГ SUSPECT CAN BE IDENTIFIED Г] VEHICLE IDENTIFIED LC WITNESS KNOWN 
[_] STOLEN PROPERTY TRACEABLE ГІ PHYSICAL EVIDENCE ГГ FINGERPRINTS LIFTED 
CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 













A DEATH OF F OFFENDER © D VICTIM. REF TO COOPERATE 
4 EXCEPTIONAL CLEARANCE | 6 NO IMINAL TANE | B PROSECUTION DECLINED ЗЕ JUEN -NO CUSTODY. | 


=| DATE EXCEPTIONALLY 
CLEARED 
|FFUGITIVE - | CEXTRADITION DENIED С | 


к t = 5 na 
di TNDERSIGNED, AN RVESTIGATOR E HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: TAM WRITER OF THE. ATTACHED POLICE REPORT PERTAINING To THIS INCIDENT (CASE) NUMBER. THAT THE. INF: 
‘NED CURED: AS A “RESULT OF (1) MY PERSONAL OBSERVATION AND МЕ 
МЕМТ; OR: o INFORMATION SE CURED'BY MYSELF Ой АМ SITTER MEMBER OF A POLICE DEPARTMENT ES PERSON OR PERSONS! ‘NAMED. OR DENTPED THEREIN; AS INDICATED: IN THE ATTACHED REPORT: 
«HE REPORT SO RECEIVED BY ME: - 2 È 


ACCURATE STATEMENT OF THE INFORMATIO! 7 
PRINT INVESTIGATOR INVEST IGATOR SI INVESTIGATOR. ID. REPORT DATE 

oe go ate — 
PERM Da digni: ID. APPROVAL DATE 
Ж { ATE ae 








1 ACTIVE | 2 CLEARED: BY ARREST 2s SUSPENDED a 

























Detective Jeffrey Payette 
PRINT SUPERVISOR NAME 
SGT John Turner 
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24 12-15-12 | Yes JRP | One “Transcend” Storjet 160gb external USB hard drive from 

0143hrs. shelf in closet in southeast bedroom at 36 Yogananda St., 
Sandy Hook, CT. Placard #18. 

25 12-15-12 | Yes JRP | One hard drive platter from shelf in closet of 2nd floor 

0147hrs. southeast bedroom at 36 Yogananda St., Sandy Hook, CT. 
| Placard #18. 
12-15-12 JRP | One cotton swab with sterile water and BLS from wall behind 

0217hrs. 


headboard in master bedroom at 36 Yogananda St., Sandy 
27 12-15-12 JRP | One “LG” Verizon cell phone with battery removed, found 































Hook, CT. Placard #27. 
0227hrs. under bathroom sink, 27% floor hall bathroom at 36 Yogananda 
St., Sandy Hook, CT. Placard #21. 





***Item #27 was turned over to Detective Sliby #810 (CSP- WDMCS) by Det. Ryan Luther #702 
(CSP-EDMCS) on 12-15-12 at 1136hrs. at the Sandy Hook School, Sandy Hook, CT. 








Date/Time 





Search Description/Location 
arrant 
(Yes/No | 


12-15-12 JRP | One black “Mead Memo” pad with misc. writings, found under 

0230hrs. bathroom sink, 274 floor hall bathroom at 36 Yogananda St., 
Sandy Hook, CT. Placard #21. 

12-15-12 JRP | One black folding wallet with credit cards and drivers license 














0234hrs. for Adam Lanza (DOB 04-22-92) with $63.00 (sixty-three 
dollars) U.S. currency, found under bathroom sink, 2" floor 
hall bathroom at 36 Yogananda St., Sandy Hook, CT. Placard 
#21. | 


12-15-12 | Yes KDH | One tan bed sheet with BLS (blood like substance), top sheet 
0235hrs. from bed in master bedroom on second floor, 36 Yogananda 
St., Sandy Hook, CT. 
12-15-12 | Yes JRP | One “Iverea” USB device, color white, found under bathroom 
0239hrs. sink, 2" floor hall bathroom at 36 Yogananda St., Sandy 
Hook, CT. Placard $21. 
STRATIVEDISPOSITION Р 


~ SOLVABILITY FACTORS 
[ _] SUSPECT NAMED ГГ SUSPECT CAN BE IDENTIFIED ГГ VEHICLE IDENTIFIED [| WITNESS KNOWN 
ГГ STOLEN PROPERTY TRACEABLE ГГ PHYSICAL EVIDENCE Г] FINGERPRINTS LIFTED 


CASE STATUS TYPE L CLEARANCE EXCEPT, CLEARANCE DATE 
РЕ IT ee TELI ARIE SEZ DATE EXCEPTIONALLY 
12 GLEARED:BY ARREST 3 SUSPENDED. | “А DEATH OF OFFENDER D VICTIM REF TO COOPERATE ©. 

NAL CLEARANCE ' 6 NO CRIMINAL ASPEC "В PROSECUTION DECLINED E JUVENILE-NO CUSTODY © > ! 
THE UNDERSIGNED, АМ INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: ГАМ WRITER OF TRE ATTACHED POLICE REPORT PERTAINING TO TAIS INCIDENT (CASE) NUMBER. THAT THE INFORMATION 
20“ МЕО THEREIN WAS SECURED AS À RESULT OF. (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: (2) INFORMATION RELAYED TO ME BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER POLICE 

, MEMBER OF À POLICE DEPARTMENT FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. . 


TE STATEMENT OF THE INFORMATION SO RECEIVED BY ME: E x PUB 
INVESTIGATOR. ID. REPORT DATE 
679 2-2/,-/2 




































PRINT INVESTIGATOR 
Detective Jeffrey Payette 


PRINT SUPERVISOR NAME 
SGT John Turner 


222-240” A. À а Li | 
PER MSOR SIGNATURE SUPERVISOR. ID. APPROVAL DATE 
Se LA J i 245 -26-7 t— 
2” 
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12-15-12 ЈАР | One “Honda” ignition key, found under bathroom sink, 27% floor 
0243hrs. hall bathroom at 36 Yogananda St., Sandy Hook, CT. Placard 
#21. 


12-15-12 JRP | One plastic case for Sig Sauer P226R, SN-UU676027 
0247hrs. (empty), from floor in northeast bedroom/storage room at 36 









Yogananda St., Sandy Hook, CT. Placard #22. 
34 12-15-12 JRP | One plastic case for Glock G20SF 10mm pistol, SN-SMA461 
0251hrs. (empty), from floor in northeast bedroom/storage room at 36 
Y 


35 12-15-12 One “Trekker” nylon rifle case, color green (empty), from floor 






0258hrs. in northeast bedroom/storage room at 36 Yogananda St., 
Sandy Hook, CT. Placard #22. 


36 12-15-12 | Yes One tan fitted sheet with BLS from beneath deceased on bed 
0259hrs. JRP | in master bedroom, second floor at 36 Yogananda St., Sandy 

Hook, CT. 
37 12-15-12 |Yes | KDH/| One orange towel with green and white stripes with BLS from 








0303hrs. JRP | beneath deceased's head on pillow on bed in master 
bedroom, second floor at 36 Yogananda St., Sandy Hook, CT. 


38 12-15-12 |Yes JRP | One “Brother MFC-J825DW fax machine, SN — 
0329hrs. U62901H1F299273 from first floor office at 36 Yogananda St., 
Sandy Hook, CT. Placard #14. 


M qu Pistol permit and NRA Pistol Course certificate for Nancy 
0334hrs Lanza from desk in first floor office at 36 Yogananda St., - 
Sandy Hook, CT. 
ШЕУ Ы Various receipts dated 12/12/12 and 12/13/12 from North 
0338hrs. Conway, NH from top of desk in first floor office at 36 
Yogananda St., Sandy Hook, CT. Placard #28. 
41 12-15-12 | Yes JRP | One “AT&T” telephone with digital answering system from first 
0342hrs. | floor office at 36 Yogananda St., Sandy Hook, CT. Placard 
#29. 
0354hrs. Yogananda St., Sandy Hook, CT. | 
(| | ПОНИ ПО 





SOLVABILITY FACTORS 
ГІ SUSPECT NAMED (| SUSPECT CAN BE IDENTIFIED LI VEHICLE IDENTIFIED ГГ WITNESS KNOWN 
ГГ STOLEN PROPERTY TRACEABLE [Г] PHYSICAL EVIDENCE ГГ FINGERPRINTS LIFTED 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 


ns 3 з DATE rd 
4 ACTIVE. > CLEARED. BY ARREST 3 SUSPENDED | СА DEATH ОЕ ‘OFFENDER D ‘Victim REF To COOPERATE CLEAREI 
(4 БАОЕҒ rs Bi PROSECUTION DECLINED, E JUVENILE- МО CUSTODY è . 
É FUGIT DN. È С; EXTRADITION DENIED - 
? aa PA ta тү Я А PNR SARI АЯ É pre 





AN I : "AND: SAYS THAT: АМ WRITER: OF THE ATTACHED POLICE REPORT PERTANINS TG. THIS WIEDEN (CASE): NUMBER: THAT THE INFORMATION : 
УЧЕБ” ЕРЕН WAS SECURED AS A RESULT. OF 8) NY. PERSONAL OBSERVATION AND: KNOWLEDGE: (2) INFORMATION: RELAYED ТО. МЕ: BY: OTHER. MEMBERS. MY POLICE DEPARTMENT OR OF ANOTHER EE 
pe OR RC INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS SONS NAMED ОК) ІБЕНДІРЕН: ЕЕК As INDICATED N ME ATTACHED RESORT 
АМ ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. : é By IE adi BE ti 


HE RI д 7 Ж э АЗДАУ. А Ж 
PRINT INVESTIGATOR ATL AS INVESTIGATOR. ID. REPORT DATE 
Detective Jeffrey Payette AL PE 679 I2-2L- 12 


PRINT SUPERVISOR NAME TS NP ЕЕ ID. APPROVAL DATE 
SGT John Turner > ; LEZ AGA 
2” | 
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JRP | One Xbox 360”, SN 606043262906 from basement at 36. 
0357hrs. Yogananda St., Sandy Hook, CT. Placard £32. 

4 12-15-12 | Yes JRP | One "Western Digital" WD800 80gb IDE internal hard drive, 

0401hrs. SN WMA8E2463020 from basement floor at 36 Yogananda 


St., Sandy Hook, CT. Placard #33. 


12-15-12 | Yes JRP | One cardboard target from behind couch in basement at 36 
0407hrs. Yogananda St., Sandy Hook, CT. Placard £34. 


2-15-12 JRP | One brown/black canvas pistol carrying case from inside 
storage box in basement at 36 Yogananda St., Sandy Hook, 
CT. Placard #35.. 
Yes JRP | Contents of “Nike” shoe box to include; one small plastic bag 





























12-15-12 
0437hrs. 







1 
0412hrs. 

containing numerous .22cal. bullets, and 2 empty “Ram Line” 
magazines for Ruger 10-22 from top shelf of mudroom closet 
at 36 Yogananda St., Sandy Hook, CT. Placard #36. 














bullets from floor of mudroom closet at 36 Yogananda St, — 





12-15-12 JRP | Tan colored bag containing personal hygiene items, ear 
0447hrs. protection and Ziplock bags with numerous “Blazer” 45cal. 











JRP | One empty plastic “Bushmaster” rifle case, from floor in 
northeast bedroom/storage room at 36 Yogananda St., Sandy 
Hook, CT. Placard #22. 


JRP One empty plastic 52” “Plano” gun case, from floor in 
northeast bedroom/storage room at 36 Yogananda St., Sandy 
Hook; CT. Placard #22. 

2-15-12 JRP | One “Ralph Lauren” wallet with numerous credit cards and 

024hrs. store cards for Nancy Lanza found in desk in first floor office 

at 36 Yogananda St., Sandy Hook, CT. 

One “Coach” women's purse with misc. personal hygiene 

items, daybook, and wallet for Nancy Lanza. Wallet contains 

numerous store cards and credit cards for Nancy Lanza along 

with $130.00 in U.S. currency (one hundred and thirty dollars). 

Purse was seized from kitchen floor at 36 Yogananda St., 

Sandy Hook, CT. 





— 


N со ч о сл 








12-15-12 
1032г. 














SOLVABILITY FACTORS 
Г 1 SUSPECT NAMED [__] SUSPECT CAN BE IDENTIFIED [[] VEHICLE IDENTIFIED ГГ WITNESS KNOWN 
Г | STOLEN PROPERTY TRACEABLE ГГ PHYSICAL EVIDENCE [__] FINGERPRINTS LIFTED 



















DATE EXCEPTIONALLY 


ADEATH OF OFFENDER D VICTIM REF TO. COOPERATE | CLEARED 


B PROSECUTION: DECLINED: E ЕЕ МО. CHE а 
С EXTRADITION DENIED | DR x. 










p ACTIVE 2 CLEARED. BY ARREST. 3 SUSPENDED - 
x ЕХСЕРПОМАЕ CLEARANCE - No CRIMINAL ASPECT | 















THF UNDERSIGNED О: АМ "NVESTIGATOR FAVING. BEEN DULY ION '"DEFOSES. AND: SAYS THAT: TAM WAITER ОЕ. ТНЕ ATTACHED, POLICE z RT PERTAININ Г INCIDENT (CASE) NUMBER. ІНДЕ THE INFORMATION 
"INED THEREIN WAS: SECURED'AS A RESULT OF ВА MY PERSONAL OBSERVATION АМО KNOWLEDGE: (2) INFORMATION RELAYED: TOM МЕ BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER: POLICE 
) INFORMATION SECURED BY MYSECF OR ANOTHER MEMBER OF A POLICE: DEPARTMENT: FROM, ЯНЕ: PERSON ОВ PERDONO, NAMED OR: IDENTIFIED THEREIN, А5: INDICATED: к THE МДАСНЕР, REPORT: 


TMENT: OR 
(HE REEORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO CE УМЕ. us 
PRINT INVESTIGATOR R INVESTIGATOR. ID. pe rie 

679 
иш ID. ЕСЕ 22 
A + 





















Detective Jeffrey Payette 


7& 
PRINT SUPERVISOR NAME LE А - 
SGT John Tumer | 
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Misc. “Xbox” and “Xbox 360” video games to include; “Call of 
Duty 3” (disc only), “Call of Duty 4” (case only), “Gears of 
War” (case only), “Splinter Cell” (case and disc), “Splinter Cell 
Pandora Tomorrow” (case and disc), “Metal Gear Solid 2” 
(case and disc) from basement by computer desk at 36 
Yogananda St., Sandy Hook, CT. 
One “AGP Arms Inc.” Gen 2, 12ga. Shotgun magazine with 10 
rounds of Winchester 12ga. 9pel. “00” buck shells from inside 
gun safe in second floor of bedroom/computer room at 36 
Yogananda St., Sandy Hook, CT. Placard #9. 
ШС “Capital One Visa” сага to Adam Lanza — 
03 from under bathroom sink, second floor hallway 
“ = at 36 Yogananda St., Sandy Hook, CT. 
One envelope containing personal check to Nancy Lanza for 
$12,075.00, opened by detectives and seized for safe keeping 
from bag d mail by mudroom/garage door at 36 Yogananda 






12-15-12 
1056hrs. 









































One blue and white duffel bag containing; full box of “Blazer” 
.22 long rifle (50 rounds), “Leightning” L3 ear protection, (2) 
sets of eye protection, “Simmons” binoculars, box of “PPU” 
303 British cartridges with 9 rounds, (2) “Win 9mm” rounds, 
numerous paper targets, Adam Lanza NRA certificate from 
floor inside second floor bedroom/storage room at 36 
Yogananda St., Sandy Hook, CT. 

Contents of white plastic garbage bag found in closet in 
southeast bedroom to include; 2010 Honda Civic paperwork 
registered to Nancy Lanza, 6 Verbatim CD-R's, handwritten 
notes regarding addresses of local gunshops, and a “Garmin 
Nuvi” GPS unit with cord from 36 Yogananda St., Sandy 
Hook, CT. 





















**** Ail of the above listed items of evidence were secured in the secure Evidence Room at 
Troop A., Southbury (with TFC Orlando Mo #998) on 12-15-12 at approximately 1354hrs. 


SOLVABILITY FACTORS 
Г | SUSPECT NAMED [__] SUSPECT CAN BE IDENTIFIED ГГ VEHICLE IDENTIFIED [1] WITNESS KNOWN 
ГС STOLEN PROPERTY TRACEABLE i ГГ PHYSICAL EVIDENCE LJ FINGERPRINTS LIFTED 


CASE STATUS 
7 “=| DATE EXCEPTIONALLY 


da ACTIVE 2 CLEARED. BY ARREST. 3 SUSPENDED | A DEATH ОЕ OFFENDER | р VICTIM REF. TO COOPERA i CLEARED 
2 EXCEP ONA с SNA - 6 NO SUE ASPECT. В PROSECUTION DEGKINED E JUVENILE- NO a D 
{ RAS EXTRADITION DENIED | Eh | 





ТНЕ UNDERSI IGNED. AN:INVE! INVESTIGATOR HAVING BEEN Y SWORN, DEPOSES AND SAYS THAT: I AM: WRITER ОЁ THE ATTACHED: POLICE REPORT FÉRTAINING- TO THIS: INCIDENT “CAS NUMBER. нат THE INFORMATION 
c "INED; THEREIN WAS SECURED AS ARE RESULT ОҒ F DAN MY: PERSONAL OBS OBSERVATION. AND: KNOWLEDGE: (2) INFORMATION. RELAYED ТО ME: BY OTHER. MEMBERS MY POLICE DEPARTMENT: OR: OF ANOTHER | DIE ў 
"MENT; OR (3) INFORMATION SECURED BY MYSELF OR ER OF A POLICE DEPARTMENT: FROM THE PERSON OR: PERSONS NAMED: OR IDENTIFIED, THEREIN, ДЗ INDICATED: IN THE ATTACHED REPORT. 
¿HE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION S SO REC RECENED BY ME: 


PRINT INVESTIGATOR 2 гі INVESTIGATOR. ID. REPORT DATE 

Detective Jeffrey Payette » WE oss SE — 
PRINT SUPERVISOR NAME EXA 2? OBE М ЫБ ID. APPROVAL DATE 

SGT John Turner DA JAE. 





Sec 11 - Evidence Reports.pdf 


State of Connecticut REPORT TYPE: INCIDENT NUMBER 
Department of Public Safety A [| INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-683-C) CFS12-00705354 

























DRC 









DRC 



















































eyes from box under clothing in northwest corner of closet in 
second floor master bedroom, 36 Yogananda St., Sandy Hook 


Narrative Report 2% SUPPLEMENTARY 
3-302-C (Rev.02/02) Г | RE-OPEN [ ] Assist [С] cosine PAGE /DOF /¢ 
Warrant 
es/No 
DE "Victoria's Secret”, button front, with BLS seized from body of 
Nancy Lanza during autopsy at OCME, Farmington. 
12-16-12 One pink with black dots, silk like pajama bottom pants, size 
ІЙ 0920hrs. А unknown, “Victoria's Secret", elastic waist with tie untied, with - 
OCME, Farmington. 
= 12-16-12 шы One pair of “Nononsense” socks with grey heel and toe seized 
0920hrs. from body of Nancy Lanza during autopsy at OCME, 
Farmington. 
62 12-16-12 One pair of tan underwear, unknown size, tag removed, 
0920hrs. 
during autopsy at OCME, Farmington. 
з юе? [No | Four metal projectiles (labeled 861, 862, 863, 864) from head 
0920hrs. of Nancy Lanza seized during autopsy at OCME, Farmington. 
12-16-12 ¡Yes JRP | One brass colored shell casing with marking “С” from behind 
1206hrs. ottoman in second floor master bedroom, 36 Yogananda St., 
Sandy Hook (Placard #1 — Day #3). 
12-16-12 ¡Yes One brass colored shell casing with marking “С” from under 
1208hrs. 
Sandy Hook (Placard #2 — Day #3). 
12-16-12 Instruction manual for “Ruger Mini-14” ranch rifle from box in 
1251hrs. closet in second floor master bedroom, 36 Yogananda St., 
Sandy Hook (Placard #3 — Day #3). 
labeled “Sadam” with another person on the floor with “X” for 
С] SUSPECT NAMED LJ SUSPECT CAN BE IDENTIFIED Й L] VEHICLE IDENTIFIED С] WITNESS KNOWN 
Г] STOLEN PROPERTY TRACEABLE ГІ PHYSICAL EVIDENCE - [Г] FINGERPRINTS LIFTED 
о a en еу TOS ) 2 | DATE EXCEPTIONALLY 
я ТЕАВАМСЕ E Ше e B PROSECUTION DECLINEI UV ILE-N T == 
-F FUGITIVE | IAE va С EXTRADITION DENIED: SUN fe rasi 


59 12-16-12 One pink with black dots, silk like pajama top, size unknown, 
0920hrs. 
BLS seized from body of Nancy Lanza during autopsy at 
“Victoria's Secret” brand seized from body of Nancy Lanza 
64 12-16-12 DRC |Post mortem fingerprints seized from body of Nancy Lanza 
0920hrs. during autopsy at OCME, Farmington. 
bed in second floor master bedroom, 36 Yogananda St., 
12-16-12 Hand drawn drawing in pencil depicting person with handgun 
1306hrs. 
i SOLVABILITY FACT ORS 
NDERSIGNED. AN INVEST IGATOR HAVING BEEN - DEPOSES AND SAYS THAT: | AM WRITER OF ТАСНЕО POLI REPORT: PERTAINING TO THIS INCIDENT CASE NUMBER... THAT: THE AT ORMATION 


THE Ul 
г E Fera WAS: SECURED AS А RESULT: ОЕ m NY: PERSONAL ON AND: KNOWLEDGE: (2). INFORMATION RELATED TO МЕ BY ene MEMBERS МҮ POLICE DEPARTMENT OR 


or 
OR (3) INFORMATION SECURED BY MYSELF'OR ANOTHER MI Ң OF A POLICE DEPARTMENT FROM FROM THE PERSON PERSONS NAMED О RENTE THEREIN, AS INDICATED. NEUE ATTACHED: REPORT: 
HE RES REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY МЕ. Ж 


PRINT INVESTIGATOR INVESTIGATOR SIGNATURE INVESTIGATOR. ID. — | REPORT DATE 

Detective Jeffrey Payette UO. — |" em | 

PRINT SUPERVISOR NAME ЭРЕР СВ SUPERVISOR. ID. APPROVAL DATE 

SGT John Tumer Sl AG T NES 
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State of Connecticut REPORT TYPE: INCIDENT NUMBER 
Department of Public Safety / % ? [ | INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-683-C) CFS12-00705354 


M-rrative Report A SUPPLEMENTARY 
‚ 3-302-С (Rev.02/02) | | RE-OPEN [ | ASSIST ( | CLOSING PAGE /f OF /d 


JRP | One “Volunteer Thank You" card for Mrs. Lanza with pamphlet 
for 5" grade "Stepping up Ceremony" dated June 10, 1999 at 
Sandy Hook School from box under clothing in NAN corner of 








12-16-12 
1322hrs. 











closet in second floor master bedroom, 36 Yogananda St., 
Sandy Hook (Placard #5 — Day #3). 
JRP | Two green and one black nylon strap from bottom of brown 
metal safe in second floor bedroom/computer room, 36 
Yogananda St., Sandy Hook. 


1 12-16-12 |Yes DAL | Receipts and emails documenting firearm ammunition and 
1825hrs. shooting supplies seized from south nightstand in second floor 
master bedroom, 36 Yogananda St., Sandy Hook. 


72 12-16-12 |Үев REL |(16) day planner pads from nightstand on south side of bed in 
1826hrs. second floor master bedroom, 36 Yogananda St., Sandy 
- | Hook. 


70 12-16-12 
1914hrs. 

















3 12-16-12 Yes DAL | Нет related to school found in second floor master bedroom, 
1830hrs. 36 Yogananda St., Sandy Hook. 
12-16-12 Verizon Wireless" cellular phone bills and contact bills dated 
1933hrs. 

ЗЕБИ seized from second floor master bedroom, 36 
Yogananda St., Sandy Hook. 

12-16-12 |Үев Medical papers seized from second floor master bedroom, 36 
2030hrs. Yogananda St., Sandy Hook. 


un 02-02-11, 08-02-12, 09-02-12, се ЕШ ЕШ and шш 
12-16-12 |Үев (5) books seized from second floor master bedroom, 36 
2000hrs. Yogananda St., Sandy Hook. 





12-16-12 |Yes One blue folder labeled, “Guns” containing various receipts, 
2208hrs. 


paperwork, “Sale and Transfer of all Firearms” form, and other 
firearm related paperwork, forms and notes in the name of 
Nancy Lanza seized from inside bankers box on floor in 
office/study, first floor main level, 36 Yogananda St., Sandy 
Hook. 


y N 








SOLVABILITY FACTORS 
[__] SUSPECT NAMED [LL] SUSPECT CAN BE IDENTIFIED “LI VEHICLE IDENTIFIED [__] WITNESS KNOWN 
[__] STOLEN PROPERTY TRACEABLE ГГ PHYSICAL EVIDENCE Г] FINGERPRINTS LIFTED 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 


S| DATE EXCEPTIONALLY 
| A DEATH OF OFFENDER D VICTIM REF TO COOPERATE | CLEARED 
| B PROSECUTION DECLINED E JUVENILE-NO CUSTOD 
C EXTRADITION DENIED ` у О 


WNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY. SAN DEPOSES AND: SAYS THAT: TAM WRITER OF THE ATTACHED POUCE REPORT PERTAINING To THIS INCIDENT (CASE): NUMBER? THAT THE INFORMATION 

‘NED. THEREIN WAS: SECURED: AS A RESULT. OF (1) MY PERSONAL OBSERVATION: AND KNOWLEDGE: (2) INFORMATION RELAYED ТО МЕ BY OTHER. MEMBERS MY POLICE DEPARTMENT. OR OF ANOTHER POLICE 

MENT; ОН: SI INFORMATION SECURED BY MYSELF OR ANOTHER: MEMBER OF А percer DEPARTMENT FROM THE PERSON OR. PERSONE: МАМЕ; ЮВ: IDENTIFIED: THEREIN, AS INDICATED NTE ATTACHED REPORT. 
CCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY 


PRINT INVESTIGATOR INVESTIGATOR SI SIGNALS INVESTIGATOR. ID. REPORT DATE 
Detective Jeffrey Payette ro ii 679 Ny 
SUPERVISOR SE SUPERVISOR. ЇР. APPROVAL DATE 
7 bur aco | 
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State of Connecticut REPORT TYPE: : INCIDENT NUMBER 


Department of Public Safety ge | [ | INITIAL CONTINUATION omy rece waes sumar ттн oreet CFS12-00705354 
Narrative Report «gi [x] SUPPLEMENTARY 






3-302-С (Rev.02/02) (| RE-OPEN [_] Assist | ] closing PAGE (ZOF/Y 


“Verizon Wireless” cellular phone bills dated 11-02-12 in the 


name of Nancy Lanza, cell# 03, 05 and 03, 05 


seized from floor in office/study on first floor main level, 36 | 
Yogananda St., Sandy Hook. | 


Printed email conversations located in basket in formal living 
2225hrs. | room, 36 Yogananda St., Sandy Hook. 

к Те (әгі ныл ste 
2228hrs. 36 Yogananda St., Sandy Hook. 

81 


Yes РАУ Опе piece of paperwork titled, “Connecticut Gun Exchange 
Glock 20SF 10MM FS 15RD FC” dated 12-21-11, seized from 
top drawer of cabinet in office/study, first floor main level, 36 


Yogananda St., Sandy Hook. 


12-16-12 Yes School related paperwork located in basket in south formal 
2232hrs. living room, 36 Yogananda St., Sandy Hook. 








REL | One “Visa” Platinum Debit card, “Wells Fargo”, il 5 
in the name of Nancy J. Lanza, seized from top of 
desk in office/study, first floor main level, 36 Yogananda St., 
Sandy Hook. 


Yes DRC |Printed photographs, misc. hand written papers in yellow 
folder. Sandy Hook School report card with name “Adam 





12-16-12 ¡Yes КОН | Email re: “Gunbroker.com” dated 10-12-11, located in basket 
2234hrs. in south formal living room, 36 Yogananda St., Sandy Hook. 
Yes 


Lanza” from inside side table between chair and couch in north 
living room, 36 Yogananda St., Sandy Hook. 


Yes РАУ | One book; “Look Me in the Eye — My Life with Aspergers”, one 
book; “Born on a Blue Day — Inside the Mind of an Autistic 
Savant”, one book; “NRA Guide to the Basics of Pistol 
Shooting” seized from inside bookcase in southeast corner of 


the north living room, 36 Yogananda St., Sandy Hook. 


87 12-16-12 Handwritten papers, artwork and literature pertaining to Adam 
2336hrs. Lanza, from master bedroom, 36 Yogananda St., Sandy Hook. 


SECTIONS: THAT DO NOT APPLY SHOULD BE LEFT BLANK) >: 
SOLVABILITY FACTORS 












SECTION VI, ADMINISTRATIVE DISPOSITION 















|| SUSPECT NAMED Г] SUSPECT CAN BE IDENTIFIED ГГ VEHICLE IDENTIFIED [1 WITNESS KNOWN 
(| STOLEN PROPERTY TRACEABLE ГІ PHYSICAL EVIDENCE [__] FINGERPRINTS LIFTED 
CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 




















y тес E DUE eo eRe Ga SAS Lendl. DATE EXCEPTIONALLY 
1 АСТМЕ - 2 CLEARED BY ARREST. З SUSPENDED A DEATH OF OFFENDER.” D VICTIM REF.TO COOPERATE ` | CLEARED 
4 EXCEPTIONAL CLEARANCE... 6 NO CRIMINAL ASPECT : BPROSECUTION-DECLINED E JUVENILE-NO CUSTODY. .. - 
FFUGITVE 2222500 D Sito C EXTRADITION DENIED © 5 Мы. 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: TAM WRITER ОЕ ТНЕ ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT (CASE) NUMBER; THAT THE INFORMATION 


^ AINED THEREIN WAS SECURED AS А: RESULT OF“(1) MY PERSONAL OBSERVATION AND KNOWLEDGE: (2). INFORMATION RELAYED TO ME BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER POLICE: 
(3) INFORMATION SECURED BY MYSELF-OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. 













'TMENT; OR (3) А 
THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 
РАМТ INVESTIGATOR 


Detective Jeffrey Payette FRATI? 
PRINT SUPERVISOR NAME SUPE SOR SIGNATURI ў 
SGT John Turner a e EA 


RT 
LF 


INVESTIGATOR. ID. REPORT DATE 
SUPERVISOR. ID. APPROVAL DATE 
245 
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Various school paperwork in the name of Adam, seized from 
2327hrs. boxes in the northeast basement storage area, 36 Yogananda 
| St., Sandy Hook. 
-16- Various insurance, medical and other misc. paperwork in 


name of Nancy Lanza along with college paperwork in the 
name of Adam Lanza, seized from office/study, first floor main 
level, 36 Yogananda St., Sandy Hook. 
***Item #73, Item #76, Item #82, Item #85, Item #86, Item #87, Item #88, and Item #89 were 
turned over to Agent Molly Amman and Agent Andre Simons of the FBI by Det. M. Mudry #824 
(CSP-WDMCS-A) on 12-17-12 at 1014hrs. The remaining items of evidence (starting at Item 


#59) were secured in the Evidence Room at Troop A., Southbury on 12-17-12 at approximately 
0130hrs. 


Me A 
mer = Tba _ 
Үез/Мо) 
12-17-12 |Yes JRP | One “Verizon Samsung” clamshell style cellular telephone with 
box and manuals from cardboard box in basement, 36 
Yogananda St., Sandy Hook. 
JR 














































1511hrs. 
Р |Опе О (et image print of a child and various firearms from 









12-17-12 
1515hrs. floor in basement, 36 Yogananda St., О P (et Hook. 


12-17-12 | Yes JRP | Опе "Blackberry Verizon” cellular telephone from closet in 
1600hrs. master bedroom, 36 Yogananda St., Sandy Hook. 


12-17-12 | Yes JRP | One “Lynksys” Wireless-G Broadband router, SN — 
1605hrs. CSV01H298018 (with cord) from basement, 36 Yogananda 









St., Sandy Hook. 

12-17-12 | Yes JRP | One “Motorola” Surfboard cable modem, SN — 

1610hrs. 073G4FWJLB76 from basement, 36 Yogananda St., Sandy 
Hook. 


SOLVABILITY FACTORS 
Г] SUSPECT NAMED [LL] SUSPECT CAN BE IDENTIFIED [| VEHICLE IDENTIFIED [__] WITNESS KNOWN 



























Г] STOLEN PROPERTY TRACEABLE ГІ PHYSICAL EVIDENCE [__] FINGERPRINTS LIFTED 
CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 











Te DATE EXCEPTIONALLY 
SY ACTIVE 2 CLEARED BY ARREST 3 SUSPENDED | A DEATH OF OFFENDER D VICTIM REF ТО COOPERATE | CLEARED 
¿EXC CLEARANCE 6 NO CRIMINAL ASPECT | -B PROSECUTION DECLINED: E JUVENILE: -NO CUSTODY. i 
1 | Frucmve — СОСЕ С EXTRADITION DENIED | : na 


ЕНЕ UNDERSIGNED, AN: INVESTIGATOR "HAV ING BEEN DUL СЕ REPORT: PERTAINING TO THE INCIDENT CB NUMBER: aT THE: INFORMATION: | 





Y SWORN, DEPOSES AND SAYS THAT: TAM WRITER OFTHE ATTACHED POLI 

EIN WAS SECURED AS A. RESULT OF. {om MY PERSONAL OBSERVATION AND KNOWLEDGE: (2) INFORMATION RELAYED: ТО ME BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER POLICE || 
"MENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER: ОР А. Police DEPARTMENT: FROM THE PERSON PERSONS; PANED ОҢ SUE): MIEREN; AS INDICATED INTHE PATIACHED REPORT. : 
HE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY 














PRINT INVESTIGATOR 


т шысын i 
Detective Jeffrey Payette 527.7 Z Fi E 679 -/ 
PRINT SUPERVISOR МАМЕ СЫРОЕ SUPERVISOR. ID, APPROVAL DATE 
SET John Tumer «е meio TE 
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»******Item #90, Item #92, Item #93, Item #94 were turned over to Det. Bryan Ferrucci #1421 of 
the CSP- Computer Crimes Unit on 12-17-12 at 1635hrs. The remaining items of evidence 
(Item #91 and Item #95) were secured in the Evidence Room at Troop A., Southbury on 12-17- 
12 at approximately 1710hrs. 


See attached copies of the JD-CR-18's, Search Warrant Returns, and Evidence Receipts for 
additional details. 


LEGEND: JRP - Det. Jeffrey Payette 4679, EDMCS 
| DAL — Det. David Lamoureux #772, EDMCS 
КОН — Det. Keith Hoyt #994, EDMCS 
DRC - Det. Daniel Cargill #550, EDMCS 
PAV — Det. Priscilla Vining #343, EDMCS 
REL — Det. Ryan Luther #702, EDMCS 





CASE STATUS: Active. 


“SECTION УІ. ADMINISTRATIVE DISPOSITION: = it cid 
SOLVABILITY F FACTORS 


[__] SUSPECT NAMED LJ SUSPECT CAN BE IDENTIFIED ГІ VEHICLE IDENTIFIED ГГ WITNESS KNOWN 
(| STOLEN PROPERTY TRACEABLE ГІ PHYSICAL EVIDENCE [| FINGERPRINTS LIFTED 


CASE STATUS | TYPE OF EXCEPTIONAL CLEARANCE , 
pns 7% NIC o | DATE EXCEPTIONALLY 


‘A DEATH OF OFFENDER О VICTIM REF TO COOPERATE. | ОАТЕ ЕС 
` B PROSECUTION DECLINED E ' 
с EXTRADITION. DENIED: 





THF TINDERSIGNED, «AN INVESTIGATOR HAVING BEEN DULY’ SWORN; DEPOSES AND:SAYS THAT: Т AM WRITER OF THE ATTACHED POLICE REPORT. PERTAINING TO: THIS INCIDENT (CASE) NUMBER: : THAT THE INFORMATION 
с "NED THEREIN WAS. SECURED' AS. A RESULT. ОҒ (1): MY PERSONAL OBSERVATION: AND KNOWLEDGE: (2). INFORMATION: RELAYED ТО: ME BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER POLICE 
' MENT; OR (3) INFORMATION SECURED BY MYSELF OR АМОТНЕЯ:МЕМВЕН: OF А. ROUGE, DEPARTMENT: FROM TRE RERBON OR PERDONO: NAVED OF IDENTIFIED THEREIN: АЗ: АО IN: ИМЕ ATTACHED. REPORT, d 
а НЕ REPORT |S АМ ACCURATE STATEMENT: OF THE INFORMATION SO RECEIVED BY ME x è 


PRINT INVESTIGATOR INVESTIGATOR SIGNATUR > ES D. | REPORT DATE 
Detective Jeffrey Payette ZE TG | 


2. 
RI. ID. APPROVAL DATE 
245 ey ж 
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CONNECTICUT STATE POLICE 
Eastern District Major Crime Squad 


Receipt for Evidence 





CASE # 612-90 ToS 2% DATE “E 
Exhibit # TION 
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The above named exhibits were turned over to К 
of the Е, B. E. Department by Detective 


by Der ою» A LAMovLEV< — ofthe Connecticut State Police, 
Eastern District Major Crime Squad on /7//5//2 at 142 у Hours. 
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CONNECTICUT STATE POLICE 
Eastern District Major Crime Squad 


Receipt for Evidence 


CASE # | 12- р mc DATE | 12-12-12. | 





Exhibit + 


| Exhibit # | 
[CSP 4|, 
|CSP 421; 
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INVENTORY OF PROPERTY SEIZED © 

“WITHOUT A SEARCH WARRANT ~ CI To Court | 5 

JD-CR-18 Rev. 10/07 С.б.5. 55 21a-262, 26-85, 26-90, O Destroy - No Value e 

54-36a,g,h, 46b-121 and 53-278с FOR Р.О. USE ONLY ЖІ Case Pending a 

PART A [] WARRANT APPLIED FOR C] Return to Owner E 

[ COURT DOCKET NO. [] TO COURT ГІ Prisoner's © 

| E Г] Juvenile 5 

PARTB 2 

COURT DOCKET NO. INSTRUCTIONS - 
1. Do not use this form if a search warrant is used. | 
JUVENILE 2. Original must be filed with the Clerk of Court. ASSET FORFEITURE 





COURT DOCKET NO. 3. In the case of an arrest or referral, file with а uniform COURT DOCKET NO. 
arrest report or Juvenile Summons/Complaint, 
4. Last copy for Police Department use. 
UNIFORM ARREST REPORT/JUV. SUMMONS NO. 


TO THE OR COURT AT T of court, . 
ҮЗЕ LET? 
ree Floa No. 9 _ E A | d 

















COURT APPEARANCE DATE ae LU SA. 22 eee ee N COMPANION CASE NO. 
[made _ О Penone |/ 7 —^72- Sa 
NAME, ADDRESS AND TEL. NO. OF DEFENDANT(S)/SUBJECT(S) NAME, ADDRESS AND TEL. NO. OF COMPLAINANT(S/OWNER(S) 
























2. 
3. 
TYPE OF PROPERTY mE 
[C] stoLEN i LZ evo EVIDENCE [| Lostirounp — [ ] INVESTIGATION 

The following property was seized, in connection with a criminal/delinquency case: (Describe quantity, type, color, serial number, etc.) È 
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>| 
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PROPERTY SEIZED 





“ON AYOINIANI 8 Lud 














12. | 
If cash money was seized, enter total amount here TOTAL AMOUNT О 
(List each denomination separately on the numbered lines above.) 


(Tille) di <> Ри Ж 
A L2 |20 A. 
PROPERTY 22 “7 ONLY 
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DATE OUT _REASON BY DATE RETURNED 


a 
с, 
< 
m 
£ 
E 
m 
2 
< 
т 
2. 
ч 
о 
D 
< 
z 
9 








(оуег) ІМУЕМТОКҮ OF SEIZED PROPERTY 
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eo ASSET ___ | ITEM(S) NUMBER —_ . The preceding item(s) of property in the foregoing inventory is/are subject to an in rem asset forfeiture - 





proceeding pursuant to C.G.S., $ 54-36h. See attached form ^^ vr ——- 


ITEM(S) NUMBER The preceding item(s) of property in the foregoing inventory is/are hereby ordered returned to the rightful 
owner(s) within 6 months from the date of this order, upon proper ciaim therefor, OTHERWISE the property 


shall be disposed of pursuant to Section 54-36a of the Connecticut General Statutes as follows: 





FORFEITURE 


money shall be turned over to the Clerk of Court for deposit to the General Fund. 


Кы D Li turned over to the Examiner of Seized Property for disposition, provided that if it is a valuable prize, it shall be sold at public auction 
(S). or private sale and the proceeds remitted to the State and deposited to the General Fund. 


ei O destroyed. 
O turned over to the following charitable, educational or governmental agency or institution: (Specify name and address) 


Zini The financial institution holding evidentiary funds seized by the Police Department/law enforcement 
FINANCIAL INST. | agency shall issue a check in the amount of dollars payable to 


р ІТЕМ(5) NUMBER The preceding item(s) of property in the foregoing inventory is/are hereby adjudged to be controlled drug(s), 
SUBSTANCES | substance(s) or drug paraphemalia and it is hereby ordered that said item(s) be: 
WA а O destroyed (C.G.S, 54-36a; 54-369). | а delivered to the Commissioner of Consumer Protection (C.G.S. 21a-262). 
. ITEM(S) NUMBER -~ The preceding item(s) of property in the foregoing inventory is/are hereby adjudged to be contraband and 
FIREARMS/ > it is hereby ordered that said item(s) be turned over to the Bureau of Identification of the Connecticut State 
CONTRABAND Police Division for ГГ destruction [ Jappropriate use { ]disposat by sale at public auction 
(С.б.5. 54-36e) or O turned over to the Commissioner of Environmental Protection in accordance with C.G.S. 88 26-85 and 26-90. 
ITEM(S) NUMBER The preceding item(s) of property in the attached inventory is/are hereby adjudged to be a nuisance, 
contraband or other property ordered to be forfeited and it is hereby ordered disposed of as follows: 


NUISANCE Г] money shali be turned over to the Clerk of Court for deposit to the General Fund. 
, 
CONTRABAND [] turned over to the Examiner of Seized Property for disposition, provided that if it is a valuable prize, it shall be sold at public auction 
OR OTHER | or private sale and the proceeds remitted to the State and deposited to the General Fund. 
PROPERTY O destroyed. 
O turned over to the following charitable, educational or governmental agency or institution: (Specify name and address) 








a 


B, 











ITEM(S) NUMBER The preceding item(s) of property in the attached inventory is/are hereby adjudged seized, pursuant to 
Connecticut General Statute 53-278c and said item(s) are hereby ordered to be disposed of as follows: 
O money shall be turned over to the Clerk of Court for deposit to the General Fund. 
/ O property used in gambling shall be turned over to tha Examiner of Seized Property for disposition, provided that if it is a valuable 
GAMBLING prize, it shall be sold at public auction or private sale and the proceeds remitted to the State and deposited to the General Fund. 
O destroyed. 
O turned over to the following charitable, educational or governmental agency or institution: (Specify name and address) 


BY ORDER OF THE COURT (Name of Judge) | JUDICIAL DISTRICT, G.A., OR JUVENILE SIGNED (Judge) DATE SIGNED 


NOTICE OF ORDER OF THE COURT 
NOTICE is hereby given of the foregoing Order of the Court. Gen. Stat. 54-363 requires you to comply with the order within 90 days of receipt. If the court has 
rendered.an order returning the seized property to the rightful owner and the owner does not claim the property, you are required to comply within 90 days 
following the expiration of the six month claim period. A return of compliance to the preceding order must be filed with this court within 72 hours of compliance. 


TO (Name of Police Dept.) FROM (Name of Court) SIGNED (Clerk of Court, Authorized Assistant) DATE SIGNED 


The undersigned represents that the person or department having custody or possession of said property has complied with the above Order of the Court 


ш 4 p Л 

9 by: [1] 1. turning said property over to: 

x (Name of individual) (Title of individual) (Date turned over) 
зі E 

= 

S П 2. destroying said property in the following manner (С.С.$. 54-366): 

ш (Маппег of destruction) (Date Destroyed) | ES (By Whom) (Name of Wilness) 

o | Г 

2 3 : 
o : ; Ra і ; 

2 O State Tox. Lab notified. O Turned over to Narc. Control Unit/Dept. of Consumer Protection. (C.G.S. 54-36g) 
ш 

ne 


NAME OF POLICE DEPT. SIGNATURE AND TITLE DATE 
A] A 


1 acknowledge receipt of the item(s) listegW And relieve the ab 774 Police Dept. of responsibility for said item(s). 


M NUMBER(S) РО (Owner/Agent) RELEASED BY (Print name) 
» x | inn | 2 
2.82.8255 @ VCL 


De LE) LA SALE 


JD-CR-18 (Batk) Rev. 10/07 . 2 ® | a e . 
ката GG ANE. 


DATE RELEASED 


12102702 
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Destroy - No Value 
Case Pending 
Return to Owner 
Prisoner's 

Juvenile 





JD-CR-18 Rev. 7-05 C.G.S. 88 212-262, 26-85, 26-90, - 
54-36a,g,h, 466-121 and 53-27 8с. 


PARTA 


€ =T DOCKET NO. 


PART В 


COURT DOCKET NO. ` INSTRUCTIONS 
CR 1. Do not use this form if a search warrant is used. 


JUVENILE 2. Original must be filed with the Clerk of Court. 


COURT DOCKET NO. 3. In the case ofan arrest or referral, file with a uniform 
arrest report or Juvenile Summons/Complaint. 
` 4. Last copy for Police Department use. 


TO THE $ SUPERIOR COURT AT (Address of court) UNIFORM ARREST REPORT/JUV. SUMMONS NO. 
Da DATES DX] G.A. No. 


COURT APPEARANCE DATE. | ARRESTIREFERRAL POLICE CASE/RECEIPT NO COMPANION CASE NO. 
= "1 ГІ maoe (О PENDING кез ER LO To 2-20 TO 3 









‘ON 1dl393Y /3SV9 30110 








“NAME, ADDRESS AND TEL. NO. OKDEFENDANTIS)/SUBJECT(S) | МАМЕ, ADDRESS AND TEL. NO. OF COMPLAINANT(S/OWNER(S 
4 Adam Zenza (dece 4 ancy Lanta (deceased 
| PAL Mamita а йм, S 1222 Ж | 4 PAE /2а-?222: a dl ЕЖ2772 
2 қ 2 
3. E 3. 


TYPE OF INCIDENT 



















O LOST/FOUND 2 INVESTIGATION 









МО] EVIDENCE 





‘ON AHOLNGANI V Le Vd 
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ж 4 . 
i AD - A (< SAL te. 
lf cash money was seized/enter total amount here 
{List each cash seizure separately on the numbered lines above.) 


A 0%02.7 eme 








DATE OUT REASON DATE RETURNED 


SIGNED (Police Officer? в (Title) DATE DEPARTMENT  — - 
DAL ELA 2 P -5-/2. SÉ- pe 5 
fo fl > PROPERTY КООМ USE ONLY 2 
“EVIDENCE PHOTOGRAPHED DATE . . | REMARKS m 
O no O ves h = 
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(over) INVENTORY OF SEIZED PROPERTY 














To Court 
Destroy - No Value 
Case Pending 
Retum to Owner 









й (7-05 C.G.S. 88 21а-262, 26-85, 26-90, ` 
54-36a,g.h. 460-121 and 53-27Bc. 

















“ON 1d13938 /3SVO 3 


PART A 
с DOCKET МО. Prisoner's 
Juvenile 
PART В 


COURT DOCKET NO. INSTRUCTIONS . 
CR 1. Do not use this form if a search warrant is used. 


JUVENILE 2. Original must be filed with the Clerk of Court 


COURT DOCKET NO. 3. In the case of ап arrest or referral, file with a uniform 
arrest report or Juvenile Summons/Complaint. 
4. Last copy for Police Department use. 
TO THE SUPERIOR COURT AT {Address of court) . UNIFORM ARREST REPORT/JUV. SUMMONS NO 


JUVENILE 
O matters 09 G.A. №. 


COURT APPEARANCE DATE ARREST/REFERRAL POLICE CASE/RECEIPT NO . COMPANION CASE NO 
: co] 0 mae O Penone 1,2-pp795' = жы2-о0 729 559 
NAME, ADDRESS AND TEL. NO. OF.DEFENDANT(SY/SUBJECT(S) NAME, ADDRESS AND TEL. NO. OF COMPLAINANT(S/OWNER(S) 
4 2A ecessed 4 Nancy Lomna (Даса А ) 


г GANAN СЕ St is! J SOT 24 Qa 9a AS - bær 212 A 


2. | 2. 











3. | 3. 


TYPE OF INCIDENT 


















DATE OF SEIZURE TYPE OF PROPERTY 





TOWN OF SEIZURE 
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If cash money was seized, enter total amounkádre AMOUNT OF С; 
{List each cash seizure separately on the numbered lines above.) ERE Ж 








SIGNED (Police Offre) . (Title) DEPARTMENT 
DAG ELE, 2 т АЖ 2.7 JE - /5-=/7_ , D. 224 
L LZ Cl PROPERTY ROOM USE ONLY 


EVIDENCE PHOTOGRAPHED DATE REMARKS 


Г] no П ves | 
REASON DATE RETURNED 


DATE OUT 


(over) — INVENTORY OF SEIZED PROPERTY 
















“ON AHOLN3ANI ЗЛІМЗЛПГ 















































































To Court 5 
Destroy - No Value е 
54-362,9,h, 465-121 and 53-2788. Case Pending & 
“PARTA Retum to Owner 2 
с DOCKET МО. Prisoner's 2 
Juvenile 3 
PART B б 
COURT DOCKET NO. INSTRUCTIONS 
CR 1. Do not use this form if a search warrant is used. 
JUVENILE 2. Original must be filed with the Clerk of Court. 
COURT DOCKET NO. 3. In the case of an arrest or referral, file with a uniform 
arrest report or Juvenile Summons/Complaint. 
4. Last copy for Police Department use. 
TO THE SUPERIOR COURT AT (Address of court} UNIFORM ARREST REPORT/JUV. SUMMONS NO. 
O matters М G.A. №. 
COURT APPEARANCE DATE | ARREST/REFERRAL POLICE CASE/RECEIPT NO. ‘COMPANION CASE NO. 
O mane [O ремомс рду? bem CESZ- OD 105 
NAME, ADDRESS AND TEL. МО. OF DEFENDANT(S/SUBJECT(S NAME, ADDRESS AND TEL. NO. OF COMPLAINANT(S)/OWNER(S 
1 Adam Lanza (deceased. 1 ancy Lenza (deceased 
: 222611 n IS 7 ix | 2 a Dee? E: — a Om 77774222 EX 
2 2. 
3 3. 
TYPE OF INCIDENT 
OEA 
TOWN GF FRE, . | DATE OF SEIZURE | TYPE OF PROPERTY 
amina Yen (UE Z-/t0-12 | 0 stoen Le evidence _ [] Lostrouno [XT INVESTIGATION 
The follow ag property was seized, in connection with a criminal/delinguency case: (Describe type, color, serial number, etc.) > 
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If cash money wa$ seized, enter total amount here 
{List each cashSeizure separately on tha numbered lines above.) 
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PROPERTY ROOM USE ONLY 2 
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(over). INVENTORY OF SEIZED PROPERTY 





‘To Court 
Destroy - No Value 
Case Pending 


| WITHOUT A SEARCH М/ 
JD-CR-18 Rev, 7-05 C.G.S. 55 212-262, 26-85, 28. 90, 
$4-36a,g,h, 466-121 and 53-278c. - 





















“ON 1di323H /35У2 39010 





PART A "DE WARRANT APPLIED. FOR. Aa Return to Owner 

CULT DOCKET NO. eT T TO. COURT i Prisoner's 
Juvenile 

PART B 

COURT DOCKET NO. INSTRUCTIONS 
CR 1. Do not use this form if a search warrant is used. 
JUVENILE 2. Original must be filed with the Clerk of Court. 
COURT DOCKET NO. 3. іп the case of an arrest or referral, file with a uniform 
arrest report or Juvenile Summons/Complaint. 
- 4. Last copy for Police Department use. 

TO THE VENIEROR COURT AT (Address of court) UNIFORM ARREST REPORT/JUV. SUMMONS NO. 


ILE 
O me MATTERS DÁ GA No. 
COURT APPEARA NCE DATI zs ARREST/REFERRAL POLICE CASE/RECEIPT NO. COMPANION CASE NO. 








A o EN 21 O маре . (О penone | 12-00 7535 - 00 704 554 
NAME, ADDRESS AND TEL. NO. OF DEFENDANT(S)/SUBJECT(S) NAME, ADDRESS AND TEL. NO. OF COMPLAINANT(SYOWNER(S 
1. Adan Lanza (4 ofa г алсу 22. ( Деса 
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TYPE OF INCIDENT 
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И cásh money was seized, enter total amount here > 4. AMOUNT OF CASH 

(List sach cash seizure separately on the numbered lines above.) 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT | Inventory control number | 


Judicial District of At (Address of Court} Date of seizure | 




































12-14-12 
-Jocket number Unitorm arrest number Police case number Companion case number 
CR- ШИ СҒ512-00705354 / 12-00704559 |СҒ512-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 


The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of the house. 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: none , consisting of 





Item #1 - "Seagate" Barracuda 500gb hard drive, damaged. 

ltem #2 - One custom built desktop computer with no hard drive. 

Нет #3 - One "Sony Playstation 2" game console with controller and 8mb memory card. 

Нет #4 - One Dell laptop, Inspiron 6000, SN - 

Item #5 - One "Apple iphone". 

Item #12 - One "Microsoft Xbox" with partially obliterated serial number. 

Item #19 - One “Naturalizer” snos box еа misc. уко gane parts and memory cards. 

Item #24 - On scene je 2 E 

Item #25 - One hard drive latter, . 

Item #27 - One "LG" Verizon cell phone with battery. 

Нет #31 - One "Ivarea" USB device. 

‘tem #38 - One "Brother" MFG-J825DW fax machine. 

item #41 - One AT&T telephone with digital answering system. 

ltem #43 - One "XBox 360" game console, SN 

Item #44 - One "Western Digital" WD800 80gb internal IDE hard drive. 

Item #58 - Contents of white plastic bag to include misc, vehicle paperwork, 6 verbatim CD-R's, handwritten notes 
regarding the addresses of local gun shops, and a Garmin Nuvi GPS unit with cord. 








and | gave а copy of such warrantto Owner, and son deceased. No copy distributed. , the owner or occupant of 


the dwelling, structure, motor vehicle or place designated therein, or to 





the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application.) 











Date Signed (Officer's signature and di por BAP po 3 E 
12-42-17-- È D fe (sp 
NOTE: Form J agé 21 be supplemented by Form JD-CR-52. 





JD-CR-61 Rev. 3-10 
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. RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT | Inventory control number 


Judicial District of At (Address of Court) Date of seizure 


12-14-12 
` | Docket number Uniform arrest number olice case number Companion case number 
Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 







































The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of the house. Also including Connecticut registration 593XGR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house. . 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: , consisting of 





Нет #6 - One small caliber bullet (live round) labeled "С". 
ltem #9 - (5) Winchester 12ga. shotgun shells, cut open, with buckshot. 
Нет #13 - Contents of brown gun safe to include the following: 
- One white plastic bag containing (30) Winchester 12ga. shotgun shells. 
- Black leather handgun holster. 
- "Planters" can with numerous .22cal. and .45 cal. bullets. 
- Box containing (8) boxes of Winchester Windcat .22cal. bullets with 50 rounds per box. 





- Box with 20 "Estate" 12да. shotgun shells. 
- (4) boxes of "SB" buckshot 12ga., 10 rounds per box. 
- Box of "Lightfield" 12ga. slugs. 
- Box of 20 "Prvi Partizan" 303 British rifle cartridges. 
- Box of 20 - "Federal" 303 British rifle cartridges. 
- 2 boxes of 22 long rifle "Blazer", 50 rounds each. 
- Small plastic bag of screws and allen . 
- Small blue folding knife. 
- Wooden box with numerous rounds of "Winchester" .45cal bullets. 
- (2) boxes of 50 rounds - "PPU .45cal. auto. 
- Box of 20 rounds "Remington" .223cal. 
- (3) boxes of "Blazer" 40 S&W, 50 rounds each. 
- (2) boxes of "Winchester" 5.56mm, 20 rounds each. 
- Box of "Magtech" 45ACP with 30 rounds. 
- Empty box of "SSA" 5.56mm. 
- Box of "Fiocchi" .45auto with 48 rounds. 
- Box for "Battle Tested" vest accessories. 
- Leather Dual magazine holder. 
- 80 rounds of "CCI" .22 long rifle. 
- (6) boxes of "PMC" .223 rem, 20 rounds each. 
- "Safariland" holster paperwork. 
- (6) "Winchester" 9 pellet buckshot shells (12ga.) 
- (2) "Remington" 12ga. slugs 
***** CONTINUED ON NEXT PAGE******* CONTINUED ON NEXT PAGE ***** CONTINUED ON NEXT PAGE ***** 


and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. «the owner or occupant of 





the dwelling, structure, motor vehicle or place designated therein, or to 





. the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application. ) 








UR JETE CE | 








JD-CR-51 Rev. 3-10 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT [ee 


Judicial District of С.А. | At (Address of Court) 





Date of seizure 


12-14-12 
Police case number Companion case number 


CFS12-00705354 CFS12-00704559 


Then and there by virtue of and pursuant to the authority ofthe foregoing warrant, | searched the person, piace or thing 
named therein, to wit: 






















Docket number 


CR- 





Uniform arrest number 














The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of the house. Also including Connecticut registration 593XGR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house. 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: , consisting of 





Continuation of Item #13: 
- 3 "Winchester" .223 rifle rounds. 
- (31) .22cal. rounds. 
Item #14 - One Enfield Albian bolt action rifle, .323 caliber, model no. 44MKI, SN HC22273A 
Item #15 - Contents from second shelf in bedroom closet to include: 
- (2) boxes of "Underwood" 10mm auto each with 50 rounds. 
- (130) rounds of "Lawman" 9mm luger in 3 boxes. 
- Handwritten note card regarding ammunition- and magazines | 
- "Glock" handgun manual m 
- MD-20, 20 round shotgun magazine manual 
- MD Arms V-Plug guide 
- Plastic bag of misc. parts. 
- "Peltor" ear plugs. 
Item #17 - Contents from third shelf in bedroom closet to include: 
- (2) spent shell casings from factory for Glock 10mm, SN - SMA461.. 
- "Bushmaster" XM15 and C15 instruction manual. 
- "Savage Arms" bolt action rifle manual. 
- "Glock" paperwork. 
- (1) "Promag" 20 round, 12ga. drum magazine. 
- (1) "MDArms" 20 round 12ga. drum magazine. 
- (1) "Uncle Mikes" Sidekick nylon holster. 
- (1) Metal Bayonet 
- Small box of misc. rounds. 
Item 220 - Contents of top drawer of filing cabinet to include: 
- Empty box of "Gold Dot" 9mm luger, 
- (2) empty boxes of "Winchester" 9mm luger. 
- Box of "Underwood" 10mm auto with 34 of 50 rounds. 
- Magazine with 10 rounds of .223cal bullets. 
- Box of misc. 9mm rounds (29 total). 
- (3) “AGP Arms Inc" 12ga. shotgun magazines (empty). 
**** CONTINUED ON NEXT PAGE******* CONTINUED ON NEXT PAGE ***** CONTINUED ON NEXT PAGE ***** 


and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. 

the dwelling, structure, motor vehicle or place designated therein, or to 
the person named therein, on (Date) 

(This is page 6 of a 6 page Affidavit and Application.) 








, the owner or occupant of 











-6 must be supplemented by Form JD-CR-52. 


JD-CR-61 Rev. 3-10 
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RETURN FOR AND INVENTORY 
PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT 









| Inventory control number 
Date of seizure 
12-14-12 















Docket number Uniform arrest number Police case number Companion case number 
CR- CFS12-00705354 CFS12-00704559 
Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: ; 





The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of the house. Also including Connecticut registration 593XGR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house. 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: , consisting of 


CONTINUATION OF ITEM +20: 
- (1) "Surefire GunMag" magazine with 8 rounds of Winchester 12ga. 9pellet buck. 
- (2) "AGP Arms Inc” 12ga. shotgun magazines, taped together, each with 10 rounds 
Winchester 12ga. 9 pellet buck. 
- (1) "High Sierra" fanny pack. 
Item #21 - One "Savage Mark II" .22cal rifle, SN 1605038, with magazine, 3 live rounds, and 1 spent cartridge. 
ltem #22 - (1) spent .22cal shell casing. 








Пет #26 - One cotton swab of BLS (Blood Like Substance). 
Item #30 - (1) tan sheet with BLS. 
Item #36 - (1) tan fitted sheet with BLS. 
Item #37 - (1) orange towel with green and white stripes, and BLS. 
; Нет #42 - (5) paper targets. 
Item #45 - One cardboard target. 
Item #47 - Contents of "Nike" shoe box to include: 
- One small plastic bag containing numerous .22cal. bullets, 
- (2) empty "Ram Line" magazines for Ruger 10-22. 
Item #48 - Tan bag containing personal hygiene items, ear protection, and plastic bag with numerous 
"Blazer" .45cal. bullets. 
Item #54 - One "AGP Arms Inc" Gen 2 12ga. shotgun magazine with 10 rounds of Winchester 12ga. 9 pel. buck. 
Item 257 - One blue and white duffel bag containing the following: 
- Full box of "Blazer" .22cal long rifle (50 rounds). 
- Leightning L3 ear protection. 
- (2) sets of eye protection. 
- "Simmons" binoculars. 
- Box of "PPU" 303 British cartridges with 9 rounds. 
- (2) "Win 9mm" rounds. 
- Numerous paper targets. 
- Adam Lanza National Rifle Association certificate. 
Item #65 - One brass colored shell casing. 
Item #66 - One brass colored shell casing. 


and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. ‚ the owner or occupant of 
the dwelling, structure, motor vehicle or place designated therein, or to 


the person named therein, on (Date) 


(This is page 6 of a 6 page Affidavit and Application.) | 
Date Signed (Officer's signature and dep 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT | Inventory control number 
Judiciai District of С.А. | At (Address of Court) Date of seizure 








Docket number Uniform arrest number Police case number Companion case number 
CFS12-00705354 / 12-00704559 | CFS12-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 


The residence of Nancy and Adam Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style 
structure, with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 
Yogananda St. is listed on the mailbox located in front of the house, 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: попе , consisting of 


Item #71 - Reciepts and emails documenting firearm/ammunition and shooting supplies. 

Item #72 - (16) day planner pads from nightstand. 

Item #73 - Items related to school located in Master bedroom. 

Item #74 - Verizon Wireless cellular phone bills and contact bills for ШЕ ЕШ and MENTES. 

Item #75 - (5) books from master bedroom closet. 

ltem #76 - Medical papers. 

nen dI sud fece 1690490 ne pple герр, ашыды and other firearm related paperwork. 








Нет #79 - Printed те conversations located i in living room. 

Нет #80 - Legal documents located in basket in living room. 

Item #81 - Paperwork titled, “Conncticut Gun Exchange, Glock 20SF 10mm FS 15 round FC", dated 12/21/11. 

‚ Нет #82 - School related paperwork pertaining to Adam Lanza. 

Item #83 - Email re: Gunbroker.com dated 10-12-11. 

Item #84 - One "Visa" platinum debit card for Nancy Lanza - 03, 05 

Item #85 - Printed photographs, misc. handwritten papers, and Sandy Hook report card for Adam Lanza. 

Item #86 - "Look me т the eye - My life with Asbergers" book, "Born on a blue day - Inside the mind of an Autistic 
Savant" book, "NRA guide to the basics of pistol shooting" book. | 

Нет #87 - Handwritten papers, artwork, and literature pertaining to Adam Lanza. 

Item #88 - Various school paperwork in the name of Adam Lanza. 

Item #89 - Various insurance, medical, and other paperwork in name of Nancy Lanza, and college paperwork in 
name of Adam Lanza. 


and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. , the owner or occupant of 
the dwelling, structure, motor vehicle or place designated therein, or to ; 


the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application. Jj... 
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RETURN FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT | Inventory control number 

Judicial District of С.А. 
Danbury 
Docket number 
CR- 










At (Address of Court) 


Date of seizure 
146 White St., Danbury 12-17-12 


Uniform arrest number Police case number Companion case number 
Nu RN CFS12-00705354 / 12-00704559 |CFS12-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, piace or thing 









named therein, to wit: 


The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 


with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of the house. 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: none , consisting of 





ADDENDUM TO RETURN SUBMITTED ON 12-17-12 


Item #90 - One "Verizon Samsung" clamshell style cellular telephone with box and manuals. 
Нет #92 - One "Blackberry" Verizon cellular telephone, 


Item #93 - One "Lynksys" Wireless-G broadband router, SN 
Item #94 - One "Motorola" Surfboard cable modem, SN 







and | gave a copy of such warrant to Owner, and son deceased. Мо copy distributed. 





‚ the owner or occupant of 














the dwelling, structure, motor vehicle or place designated therein, or to ; 
the person named therein, on (Date) ; 
(This is page 6 of a 6 page Affidavit and Application.) 
Date 
j TES fete CA EG 
es 140 must be supplemented by Form JD-CR-52. 
JD-CR-61 Rev. 3-10 
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RETURN.FOR AND INVENTORY 


PROPERTY SEIZED ON SEARCH AND SEIZURE WARRANT | 


Judicial District of GA. Date of seizure 


Danbury : 146 White St., Danbury 12-17-12 


Docket number Uniform arrest number Police case number 












Companion case number 


CR- CFS12-00705354 CFS12-00704559 


Then and there by virtue of and pursuant to the authority of the foregoing warrant, | searched the person, place or thing 
named therein, to wit: 


The residence of Nancy Lansa, 36 Yogananda St., Sandy Hook, CT. The residence is a 2 story colonial style structure, 
with an attached two car garage. The home is pale yellow with dark green shutters. The full address, 36 Yogananda St. is 
listed on the mailbox located in front of the house. Also including Connecticut registration 593XGR, 2009 BMW, color 
silver, registered to Nancy Lanza located within the attached garage of the house, 


and found thereon or therein, seized, and now hold in custody, the following property: 


[x] Total Cash Seized: none , consisting of 


ADDENDUM TO RETURN SUBMITTED ON 12-17-12 


Нет #91 - One digital image print of a child and various firearms. 





and | gave a copy of such warrant to Owner, and son deceased. No copy distributed. ‚ the owner or occupant of 
the dwelling, structure, motor vehicle or place designated therein, or to 


the person named therein, on (Date) 
(This is page 6 of a 6 page Affidavit and Application.) 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Department of Public Safety О INITIAL О ASSIST STATEMENTS O TELETYPE | CFS12-00705354 


DPS-302-C (Revised 04/03) O REOPEN . SKETCH MAP 


Narrative Report B] SUPPL. PHOTOS [E OTHER | 
о CLOSING EVIDENCE Page 0 | 





EVIDENCE TRANSPORT REPORT 


DATE/TIME: On Thursday, December 20, 2012 at approximately 1353 hours. 
ASSIGNMENT: Transport Evidence Items for examination. 
ACTION TAKEN: 

On 12-20-12, at approximately 1353hrs., I transported the below listed items from the Troop А 
Evidence Room at Troop A, Southbuty to the Forensic Laboratory in Meriden to be examined (see 


attached receipt, and request for examination for details). ‘The items were turned over to 
Evidence Control Officer Cheryl Andrews. 





Items Transported: 


21 | Box with “Savage Mark II” .22cal rifle, SN 1605038 with 3 live rounds, and one spent 
round” 


Envelope with “One spent .22ca. “CCI” shell casing” 
Envelope with “Four metal projectiles (labeled 861, 862, 863, 864) from head of Nancy Lanza” 
65 | Envelope with “One brass colored shell casing with marking “С”” 
66 | Envelope with “One brass colored shell casing with marking “С?” 
























CASE STATUS: Active. 


CASE STATUS : TYPE OF EXCEPTIONAL CLEARANCE 
E 1 ACTIVE D 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
О 2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT O B PROSECUTION DECLINED O JUVENILE - NO CUSTODY 
П 3 SUSPENDED П F FUGITIVE D C EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 

NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY 

NTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
M THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


INVESTIGATOR 1.D.# REPORT DATE: ` : Soi SUPERVISOR LD. # APPROVAL DATE: 
12-2812. Y LADA A 
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¡ECEIVED BY МЕ. 


Evidence Receipt 


Sec 11 - Evidence Reports.pdf 


Department of Public Safety 


Division of Scientific Services 
Forensic Science Laboratory 
278 Colony Street 
Meriden, CT 06451 
203-639-6400 
FAX 203-639-6484 





SUBMITTING AGENCY: CSP - Eastern District Major Crime 


RECEIVED AT LAB BY (Signature); Sas Va 
Cheryl Andrews 


Evidence Control Officer 





Date: 12/20/12 LABORATORY CASE#: ID-12-002105 
Time: 1:53 РМ 
LOCAL CASE # 884800705354 
TOWN(if applicable): Newtown 
Submission #: Description: 
004 #21 Box wi " "Savage Mark II" .22 cal rifle, SN 1605038, with 3 live rounds, and one spent round 
(from chamber) " 

005 #22 Envelope w/ " One spent .22 cal "Сс" shell casing " 
006 #63 Envelope w/ " Four metal projectiles (labeled 861, 862, 863, 864) from head of Nancy Lanza " 
007 #65 Envelope w/ "One brass colored shell casing with marking "С" 
008 #66 Envelope w/ "One brass colored shell casing with marking "C" 


Agencies submitting evidence to the Division of Scientific Services Laboratories for specific analysis agree to allow the laboratory to pere the appropriate methodology for the evidence submitted. 
Descriptions of analyses offered by the Division of Scientific Services Laboratories are detailed on our website: www.ct. gowdps/site/default.asp. If the laboratory needs to deviate from standatd test methodologies 
you or your agency will be contacted prior to the analysis being performed. Any concerns or specific requests about the required testing can be discussed with the section supervisor or Laboratory Director prior to 


DA 


case analysis. 


T}Barcode/Local No. Correspond 


DELIVERED TO LAB BY (Please Print): 
JVERED TO LAB BY (Signature): 







Page 1 of 1 


DEPARTMENT OF EMERGENCY SERVICES AND PUBLIC PROTECTION 
Division of Scientific Services 





REQUEST FOR EXAMINATION OF PHYSICAL EVIDENCE 





007 -епвіс Science Laboratory 10-12-002105 
| TAMU ADEA EE OO 
[ ]Toxicology/Controlled Substance Laboratory 9IYRK307@TSHYH 
| ЧИ LN District Major Crime Squ 
DdComputer Crime and Electronic Evidence Laborati | 
Case Previously Submitted? [JYES ЦМО | Examined By Other Agency? [ ]Yes [No 
If “Yes,” Laboratory ID Number: If “Yes,” specify: 


Agency Address including Zip Code: Incident Type: MURDER 
401 West Thames St., Unit 500 Incident Town: SANDY HOOK 
Norwich, CT 06354 Incident Date: 12-14-12 

mber: CFS12-00705354 


DOB 





Brief History of Case: 

On 12-14-12, The Newtown Police Department, along with Troopers from Troop A in Southbury responded to the 

school shooting at the Sandy Hook School in Newtown (CFS12-00704559). As a result of that investigation, ESU 

responded to the suspects (ADAM LANZA) residence at 36 Yogananda St., in Sandy Hook where Lanza”s mother 
| № су Lanza, was found deceased with 4 separate bullet wounds to her head. A search warrant for the residence 











“Savage Mark Il” .22 cal rifle, SN 1605038, with 3 live rounds, | Trace, Fingerprints, **DNA (bolt, 
and one spent round (from chamber trigger, stock). 
One spent .22cal “CCT” shell casing Comparison to Item #21. 


63 Four metal projectiles (labeled 861, 862, 863, 864) from head of Nancy | Comparison to Item #21. 
Lanza 
i 





One brass colored shell casing with marking “C” Compa ison to Item #21. 
One brass colored shell casing with marking “С” Comparison to Item #21. 
rca rr i.*. a ИИК 
Is total property loss or damage over $2,000.00? [ves [Jno [KN/A 
(If “No” was checked, please contact the Laboratory prior to submission of evidence) 


Additional Information: 





Companion case - CFS12-00704559. 
жж Compare to DNA from Nancy Lanza and Adam Lanza from ОСМЕ blood samples. 


Person Requesting Examination (Print Name) Date of Request 
Det. Jeffrey R. Payette, EDMCS 12-20-12 


Person Submitting Evidence (Print Name) Date of Submission 
Det. Jeffrey R. Payette, EDMCS 12-20-12 








*/ hard evidence must Бе fumed prior to submission unless other arrangements have been made with the Laboratory 
278 Colony Street, Meriden, Connecticut 06451 
Telephone (203) 639-6400 Fax (203) 639-6484 
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State of Connecticut REPORT TYPE: INCIDENT NUMBER 
Department of Public Safety - $1 [ | INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-683-C) ‘| CFS12-00705354 


Narrative Report Cas [x] SUPPLEMENTARY 
3-302-C (Rev.02/02) (| RE-OPEN [| ASSIST | | closing PAGE | OF/ 


EVIDENCE REPORT 





During the course of the investigation, the following items of evidence were seized and 
subsequently secured in the Evidence Room at Troop A – Southbury. During the entire 4 days 
of searching the residence by members of the Connecticut State Police EDMCS, the scene 
located at 36 Yogananda St., in Sandy Hook, CT, was secured, and remained secured, by 
members of various Police Departments assisting the Newtown Police Department. 


ITEM # | Date/Time Search Description/Location - 
Warrant 
Vra 


12-15-12 DRC | One Maxell compact disc containing audio recordeings 
0215hrs. from the first floor den telephone answering machine 
combination, 36 Yogananda St., Sandy Hook, CT 











The above listed item of evidence was secured in the Evidence Room at Troop A., Southbury 
o” 12-20-12 at approximately 1000hrs. 


See attached copy of the JD-CR-18 for additional details. 


LEGEND: DRC - Det. Daniel Cargill #550, EDMCS 


CASE STATUS: Active. 










"SOLVABILITY FACTORS 
[_] SUSPECT NAMED [__] SUSPECT CAN BE IDENTIFIED [|] VEHICLE IDENTIFIED Г] WITNESS KNOWN 
[__] STOLEN PROPERTY TRACEABLE Г | PHYSICAL EVIDENCE ГГ FINGERPRINTS LIFTED 


TYPE OF EXCEPTIONAL CLEARANCE EXCEPT. CLEARANCE DATE 



















4 EXCEPTIONAL LEARAN С 
Er. FUGITIVE i 


è THE UNDERSIGNED; АМ INVESTIGATOR: НАУМ" BEEN DULY SWORN: c3 ED | FOLICE REPORT PERTAINING: то AIS'INCIDENT: (CASE) NUMBER: : AT T. THE INFORMATION: 
$ TAINED THEREIN: WAS SECURED AS A RESULT OF. (1) w PERSONAL OBSERVATION: AND: KNOWLEDGE: (2): INFORMATION RELAYED TO ME ВУ OTHER MEMBERS: MY: POLICE DEPARTMENT. OR OF ANOTHER POLICE: 
¡TMENT; ОВ.) INFORMATION SECURED:BY MYSELF OR ANOTHER MEMBER: OF A PONCE DEPARTMENT FROM SHE: PERSON: ‘OR: PERSONS: NAMEQ NAMED OR. UDEN TIED: HEREIN, eS INDICATED IN THE ATTACHED REPORT; 
(НЕ REPORT-'IS AN ACCURATE STATEMENT: OF THE MECRMATION SORECEIVEDBYME 2-52 E 


PRINT INVESTIGATOR INVESTIGATOR RE | INVESTIGATOR D. REPORT DATE 

Detective Jeffrey Payette ре 22 
PRINT SUPERVISOR NAME SIGNAT SUPERVISOR. ID. APPROVAL DATE 

SGT John Turner Е e 1775. lia 
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INVENTORY OF PROPERTY SEIZED - 3 
WITHOUT A SEARCH WARRANT [] To Court = 
JD-CR-18 Rev. 10/07 C.G.S. $5 21a-262, 26-85, 26-90. O Destroy - No Value Ду 
54-362,9,h, 46b-121 and 53- -278c. Г] FORP.D. USE ONLY Г] Case Pending à 
PARTA. C] WARRANT APPLIED FOR П] Return to Owner т | 
IRT DOCKET NO. ` Г] TO COURT XL] Prisoner's © | 
H O Juvenile 3 | 
РАВТВ 5 
COURT DOCKET NO. | INSTRUCTIONS | - 
CR ` 1. Do not use this form if a search warrant is used. | 
` JUVENILE 2. Original must be filed with the Clerk of Court. _. ASSET FORFEITURE. 
COURT DOCKET NO. 3. In the case of an arrest or referral, file with a uniform COURT DOCKET NO. 
arrest report or Juvenile Summons/Complaint. | 
A 4. Last copy for Police Department use. 
TO ТИЕ SUPERIOR COURT АТ (Address of court) UNIFORM ARREST REPORT/JUV. SUMMONS NO. 
Os MATTERS ДД СА. No. 
COURT APPEARANCEDATE ARRESTIREFERRAL POLICE CASE/RECEIPT NO. COMPANION CASE NO. 
O mane pending | /3°-MW7Z0535 XOV00707554 
NAME, ADDRESS AND TEL. NO. O E DEFENDANTO YSUBJECT(S) МАМЕ. ADDRESS AND TEL. NO. OF COMPLAINANT(SYOWNER(S) 
ESA Se Hal ат SI cla SE ae 
= 2 Var verde а der] JL 
С 
2, 
3 3. 











DATE OF SEIZURE TYPE OF PROPERTY 


A-/5-/A | U stoen $e eyioence (| LostFouno DÁ iNvESTIGATION 
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PROPERTY SEIZED 








‘ON AYOLNIANI В 1HVd 





If cash money was seized, enter total amount here > TOTAL AMOUNT OF CASH 

(List each denomination separately on the numbered lines above.} $ 4% . 

SIGNED (Police Officer) (Tille) BADGE A ' [DATE | DEPARTMENT 
Z с SEA Did 255 (RATA, YA 


Р 4 PROPERTY ROOM USE ONLY 


DATE REMARKS 


REASON DATE RETURNED 


ero | 


(over) INVENTORY OF SEIZED PROPERTY 











EVIDENCE PHOTOGRAPHED 
[] no О] ves 


DATE OUT 









‘ON ABOLNIANI 3UNZANC 
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= pi INVESTIGATION КЕР” ЗТ (DPS-302-E) (REVISED 2/3/06) 


Report #: 1200705354 - 00013190 
Report Type: Initial Report: [1 Prosecutors Report: (J Supplement: O Re-open: O Assist: LJ Closing: Ц 
Attachments: Statements: Г] Teletype: O Photos: О Sketchmap: O Evidence: О Other: O 


INCIDENT ADDRESS ] 
00036 Yogananda St Newtown 06482 NO 


Lap 


Action Taken: On 12/8/12, at approximately 1500 hours, Detective Grandpre #1220 turned over two items 
ongoing investigation. 





Me CIT 


d in conjunction with the 
The first item of evidence was identified as Exhibit #0027A, under companion case number CFS12-00704559, One (1) Memorex recordable 
compact disk containing extracted data from Exhibit 427, an LG cellular telephone, seized with a search warrant. 


The second item of evidence was identified as Exhibit #005A under companion case number CFS12-00704559, One (1) San Disk Cruzer Glide 
32GB USB Flash Drive containing extracted data from Exhibit #5, and Apple Iphone, seized with a search warrant. | 


This Detective transported both items of evidence to Troop A, Southbury, where both exhibits were processed, packaged, sealed and labeled, per 
CSP protocol, before being placed into Evidence. 


The status of the case remains actively under investigation. 





THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: І AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)МҮ PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR I.D.#: | REPORT DATE: 06188UPERVISOR SIGNATURE SUPERVISOR LDA: 
ITEC RACHAFI VAN NESQ/ > 01/16/2013:06:00 от : “ест HOSHIIA PATTRERG/ 0130 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 


Department of Public Safe O INITIAL O ASSIST STATEMENTS O TELETYPE " 
Мага Report ч 64 SUPPL. PHOTOS OTHER CFS12-00705354 


DPS-302-C (Revised 04/03) O RE-OPEN SKETCH MAP Page t Of ! 





п CLOSING EVIDENCE 


EVIDENCE TRANSPORT REPORT 


DATE/TIME: On pue February 1, 2013 at approximately 1310 hours. 
ASSIGNMENT: Transport Evidence Items for examination. 
ACTION TAKEN: 
On 02-01-13, at approximately 1310hrs., I transported the below listed items from the Forensic 


Laboratory in Metiden to Troop A, Southbuty, CT. . The items were secured in the temporary gun 
locker in the basement of Troop A, Southbury. 


— — Items Transported: 













Box with *Savage Mark II" .22cal rifle, SN 1605038 with 3 live rounds, and one spent 
round" 


‘| 22 | Envelope with “One spent .22ca. “CCI” shell casing" 
Envelope with “Four metal projectiles (labeled 861, 862, 863, 864) from head of Nancy Lanza” 
| 65 | Envelope with “One brass colored shell casing with marking “C”” 

| 66 | Envelope with “One brass colored shell casing with marking “С” . 


CASE STATUS: Active. 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 

B 1 ACTIVE O 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
D 2 CLEARED BY ARREST D 6 NO CRIMINAL ASPECT С B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
— 3 SUSPENDED O F FUGITIVE О C EXTRADITION DECLINED 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME В 
NTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 

YM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 





RECEIVED BY ME. 
wVESTIGATOR SIGNA RE: INVESTIGATOR 1.D. # REPORT DATE: SUPERVISOR SJBNATURE: SUPERVISOR 1.0. # APPROVAL DATE: 
e 0679 Z 43 Ж | 
ЕР ту Payers 7 Y 2 22 Ж 21428 
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Evidence Return 
Receipt 

Date: 2/1/13 

Time: 1:10 PM 


Sec 11- Evidence Reports.pdf 
Department of Public Safety 


Division of Scientific Services 
Forensic Science Laboratory 
278 Colony Street 
Meriden, CT 06451 


203-639-6400 
FAX 203-639-6484 





LABORATORY САЗЕ#: ID-12-002105 | 
SUBMITTING AGENCY: С$Р - Eastern District Major Crime Squad 


LOCAL CASE #: 1217626 
TOWN (if applicable): Newtow 





_RETURNED BY (Signature): 
É Ca iazi 
Submission #: Description: Evidence aan 
004 #21 Вох w/" "Savage Mark II" .22 cal rifle, SN 1605038, with 3 live rounds, and 
one spent round (from chamber) " | 
005 | #22 Envelope w/ " One spent .22 cal "CCI" shell casing " . 
006 #63 Envelope w/ " Four metal projectiles (labeled 861, 862, 863, 864) from head of 
Nancy Lanza " : | 
па7 #65 Envelope w/ "One brass colored shell casing with marking "C" 
- “8 #66 Envelope w/ "One brass colored shell casing with marking "С" 


TURNED TO (Please Print): 


RETURNED TO (Signature): 
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Date and Time of | 

Investigation: On Wednesday, December 19, 2012 at approximately 1015 hours through Thursday, 
December 20, 2012 at approximately 1150 hours. 

Location of 

Investigation: Residence of Nancy Lanza and Adam Lanza 
36 Yogananda Street 
Sandy Hook, Connecticut 06482 

Summary of 

Incident: On Friday, December 14, 2012 at approximately 0935 hours, the Newtown Police 
Department and the Connecticut State Police responded to an active shooter situation at 
the Sandy Hook Elementary School located at 12 Dickinson Drive in Newtown, 
Connecticut. The incident involved the suspect, Adam Lanza (DOB 04/22/82), who ` 
entered the school, shot and murdered numerous victims, which ultimately ended with 
Adam Lanza dying of a self inflicted gunshot wound. It was later determined that prior 
to Adam Lanza arriving at the Sandy Hook Elementary School, he had shot and murdered 
his mother, Nancy Lanza, at their residence located at 36 Yogananda Street, Sandy Hook, 
Connecticut, 

iction Taken: On Wednesday, December 19, 2012 at approximately 1015 hours, Connecticut State 


Police Central District Major Crime investigators were assigned by Sgt. Thomas to 
complete a search of the Lanza residence located at 36 Yogananda Street, Sandy Hook, 
Connecticut. The search was conducted under the legal authority of a Search and Seizure 
Warrant. A search of the exterior of the residence yielded negative results for items of 
evidentiary value. A search of the interior of the residence yielded thirty-four (34) items 
of evidentiary value. Refer to the supplemental evidence report for a detailed description 
of the evidence seized from the Lanza residence. In addition to the 34 items of evidence 
seized, investigators identified numerous video games located in the basement 
computer/gaming area of the residence. The following is a list of the video games 


identified by investigators: 
-Left For Dead -Grand Theft Auto 
-Metal Gear Solid -Shin Megami Tensei 





Р D ESTIGATOR HA G H Y All 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS BECURED AB A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE OR (2) INFORMATION RELAYED TO ME BY 
Ез OR PERSONE NAMED OR DEN OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
TAOM THE PERSON OR R PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


EURERVISOR 











зок S CE В SIGNA ja REPORT D/ 
Detective Matthew Greenstein 
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| Unreal So snai === -Alien -Ve-Predator 
“Halo 


Action Taken 
Continued: Investigators also identified a number of other items in the basement computer/gaming 
area of the Lanza residence. The items are as follows: 


-Hack/Sign, 4 DVD box set 

-Full Metal Jacket DVD 

-2 magazine ammunition pouches 

-Fanny pack holster 

-Thigh holster 

-Book titled “Strategies and Studies, Kenza No Kosho Ryu” 


Additionally, investigators identified a gun cleaning kit located in the dining room of the 
Lanza residence. The gun cleaning kit consisted of the following: 


-Towels 
-Cleaning attachments 





-Q-tips 

-Gun cleaning patches 

-Wire Brushes and regular brushes 
-Cleaner and lubricant 

-Long gun trigger cover 


Case Status: This case remains active and under investigation, 





INED, 5 ТЕРІ EA E RE 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED A3 À RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE, OR (2) INFORMATION RELAYED TO ME BY 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT, THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


ЗО RECEIVED BY ME. 
SIGNATURE: 





06184 





Sec 11 - Evidence Reports.pdf 


State of Connecticut, Department of Public Safety- DPS INCIDENT NUMBER CFS-12-00704559 Page 1 of 5 


Investigation Report (DPS-302-C) INCIDENT: Homicide/Assist WDMC 
Revised 06/27/0 = . - 





Evidence RO ort 


On December 14, 2012 at approximately 0935 hours, the Newtown Police Department and the Connecticut State Police 
responded to an active shooter situation at Sandy Hook Elementary School located at 12 Dickinson Drive in Newtown, 
Connecticut. The incident involved the suspect, Adam Lanza (DOB 04/22/82), who entered the school, shot and 
murdered numerous victims, which ultimately ended with Adam Lanza dying of a self inflicted gunshot wound. The 
Central District Major Crime Squad was requested to assist by processing the residence of Adam Lanza located at 36 
Yogananda Street, Sandy Hook, Connecticut. Western District Major Crime was responsible for processing the ашу 
Hook Elementary School at 12 Dickinson Drive, Newtown, Connecticut. 


The items of evidentiary value were seized utilizing exhibit numbers that started with six hundred and one (601) in 
order to avoid duplicating exhibit numbers with Western District Major Crime. The following items numbered six 
hundred and one (601) through six hundred and thirty-four (634) were seized throughout the course of the investigation 
at 36 Yogananda Street, Sandy Hook, Connecticut. All items were inventoried, packaged and labeled as items of 
evidentiary value. On December 21, 2012 at approximately 1211 hours, items numbered six hundred and one (601) 
through six hundred and thirty-four (634) were tumed over to ТЕС Gravel, who secured the evidence in the Troop A 
evidence room. On January 23, 2013 at approximately 1145 hours, I transferred the above mentioned evidence items 
from the Troop A evidence room to the Central District Major Crime evidence room. 





Exhibit # Date Ті ei criptio tion 
601 12/19/12 1300 Greenstein One (1) box containing an IBM ThinkPad laptop, serial#A A- 
F2T8399/11 with power cord. Seized from the second floor 
southeast corner bedroom at 36 Yogananda Street, Sandy 


Hook, Connecticut. 

602 12/19/12 1315 Greenstein Ten (10) miscellaneous computer components. Seized from 
the second floor southeast corner bedroom at 36 Yogananda 
Street, Sandy Hook, Connecticut. 

603 12/19/12 1320 Greenstein Twelve (12) miscellaneous CD-R and Dvd-R discs 


containing unknown content. Seized from the second floor 
southeast comer bedroom at 36 Yogananda Street, Sandy 
Hook, Connecticut. 


604 12/19/12 1338 Greenstein Four (4) pieces of paper with miscellaneous writings on 
them. Seized from the second floor southeast corner 
bedroom at 36 Yogananda Street, Sandy Hook, Connecticut. 


605 12/19/12 1440 Greenstein One (1) certified mail receipt for Tin Star Shooting Range in 
Weatherford, Ok, dated 10/12/11, one (1) NRA basic pistol 
course certificate (NRA ID#7234661) for Nancy Lanza, one 
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(1) er cani tor Chris Hansen of Anna EN Muntions in 
Monroe, CT and two (2) Newtown Post Office receipts for a 
money order and a first class mail letter. Seized from the 
first floor office at 36 Yogananda Street, Sandy Hook, 
Connecticut, 


606 12/19/12 1700 Greenstein One (1) paperback book titled Train Your Brain To Get 
Happy with four different pages tabbed with green tabbing 
labels. Seized from the second floor master bedroom at 36 
Yogananda Street, Sandy Hook, Connecticut, 


607 12/19/12 1710 Greenstein Three (3) Radio Shack brand Micro MC-60 micro cassettes. 
Seized from the second floor master bedroom at 36 
Yogananda Street, Sandy Hook, Connecticut. 


608 12/19/12 1838 Greenstein Three (3) photographs with images of what appears to be a 
deceased human covered in what appears to be blood 
wrapped in plastic, Seized from the second floor east 
bedroom/storage room at 36 Yogananda Street, Sandy Hook, 
Connecticut. 





609 12/19/12 1842 Greenstein Seven (7) journals tabbed out by detectives and 
miscellaneous drawings and artwork all believed to be 
authored by Adam Lanza. Seized from attic of 36 
Yogananda Street, Sandy Hook, Connecticut. 


610 12/19/12 1847 Greenstein One (1) journal believed to be authored by Ryan Lanza. 
Seized from attic of 36 Yogananda Street, Sandy Hook, 
Connecticut. 

611 12/19/12 1900 Greenstein One (1) box of miscellaneous photographs of Adam Lanza 


and his family. Seized from the second floor east 
bedroom/storage room at 36 Yogananda Street, Sandy Hook, 
Connecticut. 


612 12/20/12 1130 Greenstein One (1) holiday card containing a Bank of America check 
#462 made out to Adam Lanza for the purchase of a C138 
(Firearm), authored by Nancy Lanza. Seized from the first 
floor office at 36 Yogananda Street, Sandy Hook, 
Connecticut. 


DERD ED T BPROS IDECE ENO CU IXTRADITION: Ñ 
THE UNDERSIGNED, AN INVESTORS WAVING БЕШМ DULY SWORN ТЕН АМБ ATS THAT ТАМ TRE WEITE ОР ТНЕАТТАСНЕР POLICE REPORT РЕКТАТАМ ТО THIS INCUX 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME 


BY OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE 
AI TIEREN, II ТИ ТЫН A THAT THE REPORT IS AN ACCURATE STATEMENT OF 
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One (1) knife with a 12 it тч blade өзі а sheath. Seized 
from a cardboard box located in the attic of 36 Yogananda 
Street, Sandy Hook, Connecticut. 





“613 12/20/12 1120 | 


614 12/20/12 1121 Greenstein One (1) wooden handle knife with a 7.5 inch blade and a 
sheath. Seized from a cardboard box located in the attic of 
36 Yogananda Street, Sandy Hook, Connecticut. 


615 12/20/12 1123 Greenstein One (1) wooden handle knife with a 10 inch blade. Seized 
from a cardboard box located in the attic of 36 Yogananda 
Street, Sandy Hook, Connecticut. 


616 12/20/12 - 1124 Greenstein One black marksman ВВ gun, serial 32814. Seized from a 
| cardboard box located іп the attic of 36 Yogananda Street, 
Sandy Hook, Connecticut. 


617 12/20/12 1125 Greenstein One (1) knife with a 5.5 inch bald and a sheath. Seized from 
a cardboard box located іп the attic of 36 Yogananda Street, 
Sandy Hook, Connecticut. 





618 12/20/12 1126 Greenstein One (1) black handle knife with a 7 inch blade and a sheath. 
Seized from a cardboard box located in the attic of 36 
Yogananda Street, Sandy Hook, Connecticut. 


619 12/20/12 1127 Greenstein One (1) Bushnell Sport view rifle scope, 4x32mm. Seized 
from a cardboard box located in the attic of 36 Yogananda 
Street, Sandy Hook, Connecticut, 

620 12/20/12 1129 Greenstein One (1) black rubber handle knife with a 9.5 inch blade and 


a sheath. Seized from a cardboard box located in the attic of 
36 Yogananda Street, Sandy Hook, Connecticut. 


621 12/20/12 1130 Greenstein One (1) white and brown handle knife with a 5 inch blade 
and a sheath, Seized from a cardboard box located in the 
attic of 36 Yogananda Street, Sandy Hook, Connecticut. 


622 12/20/12 1131 Greenstein One (1) brown wood handle knife with a 10.25 inch blade. 
Seized from a cardboard box located in the attic of 36 
Yogananda Street, Sandy Hook, Connecticut. 


623 12/20/12 1132 Greenstein One (1) clear plastic Ramline magazine for ап АК15. Seized 
from a cardboard box located in the attic of 36 Yogananda 
Street, ав ес Connecticut. 


E ENS) ЖАЛЫН Уыз. : à 

SWORN, DEPOSES AND SAYS THAT: I AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 

A e a ery mB 
MYSELF OR ANOTHER MEMBER OF 


IN THEREIN W. 
Ln n SE таа nm DEPARTMENT: OR (3) INFORMATION SECURED BY 
FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT. OF 
RECEIVED BY ME. 
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624 12/20/12 1133 Greenstein One (1) Panther brand brown handled folding knife with a 
| 3.75 inch blade, Seized from a cardboard box located in the 
attic of 36 Yogananda Street, Sandy Hook, Connecticut. 


625 12/20/12 1134 Greenstein One (1) Volcanic 22 revolver starter pistol with five live 
rounds and one expended round. Seized from a cardboard 
box located in the attic of 36 Yogananda Street, Sandy 
Hook, Connecticut. 


626 12/20/12 1135 Greenstein One (1) six foot ten inch wood handled two sided pole with a 
blade on one side and a spear on the opposite side. Seized 
from the basement area of 36 Yogananda Street, Sandy 
Hook, Connecticut. 


627 12/20/12 1136 Greenstein One (1) Samurai sword with a canvass wrapped handle and a 
28 inch blade with a sheath. Seized from the basement area 
of 36 Yogananda Street, Sandy Hook, Connecticut. 





628 12/20/12 1137 Greenstein One (1) Samurai sword with a canvass wrapped handle and a 
21 inch blade with a sheath. Seized from the basement area 
of 36 Yogananda Street, Sandy Hook, Connecticut. 


629 12/20/12 1138 Greenstein One (1) Samurai sword with a canvass wrapped handle and a 
13 inch blade with a sheath. Seized from the basement area 
of 36 Yogananda Street, Sandy Hook, Connecticut. 


630 12/20/12 1000 Greenstein One (1) New York Times newspaper article on 12/28/08 of a 
school shooting at Northern Illnois University. Seized from 
the basement area of 36 Yogananda Street, Sandy Hook, 
Connecticut, 


631. 12/20/12 0950 Greenstein One (1) hand written notepad with what appears to be to do 
lists for Nancy Lanza from December 14 through December 
20, which appeared to be authored by Nancy Lanza. Seized 
from the first floor office at 36 Yogananda Street, Sandy 
Hook, Connecticut. 


632 12/20/12 0951 Greenstein Miscellaneous paperwork pertaining to Nancy Lanza ` 
including a State of Connecticut Sale or Transfer of firearm 
dated 10/09/10, an address book, medical documents 
pertaining to Nancy Lanza and business cards ашагы. to 
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the | Connecticut Gun Exchange =F gun smithing. Seized 
from the first floor office at 36 Yogananda Street, Sandy 
Hook, Connecticut. 


633 12/20/12 0955 Greenstein Miscellaneous paperwork pertaining to Adam Lanza 
including PSAT scores, bank account information, high 
school paperwork and a birthday card from Adam Lanza’s 
father inviting Adam to go “hiking or shooting.” Seized 
from the first floor office at 36 Yogananda Street, Sandy 
Hook, Connecticut, 


634 1220/12 0958 Greenstein One (1) plastic case containing 29 CD-R discs. Seized from 
the second floor southwest bedroom at 36 Yogananda Street, 
Sandy Hook, Connecticut. 





5 ылык ONCE OPERA TIVE R MOEA TION DECLINED НЕЕ О салаға Gi GRXIRADI NON — 


ERSIGNED, AN IN 
NUMBER. LI ME FOCA O A BETREE OK I PERSONAL DA TION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME 
BY OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE 
E НА ed ENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT, THAT THE REPORT IS AN ACCURATE STATEMENT OF 


wy, VISOR SIG SUPERVISOR 1.0.4: | APPROVAL DATE: 
er | ah) | 


Sergeant James P, Thomas 





LARA 
Pera Matthew Greenstein 
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Report # 1200705354 - 00171251 
Report Type: Initial Report: О Prosecutors Report: О Supplement: М Re-open: O Assist: О Closing: O 
Attachments: Statements: ГІ Teletype: О Photos: [J Sketchmap: Q Evidence: [Г] Other: [7 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME |PRIMARY OFFICER | ВАОСЕ NO |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. 0772 KIELY, THOMAS D. 0905 





INCIDENT ADDRESS APARTMENT NO | TOWN CD |ТҮРЕ OF EXCEPTIONAL CLEARANCE] CASE STATUS 
00036 Yogananda St Newtown 06482 Not Applicable Active 


Evidence Transfer 


Action Taken: On July 11, 2013 at 1543 hours, FBI Special Agent Scott Dugas turned over several evidence exhibits to Sgt. Michael DeCesare 


#205 at the Connect State Police Forensic Laboratory in Meriden. Sgt. DeCesare then transported these items to Troop С in Bridgeport where they 
were placed in to the temporary evidence holding at 1705 hours. 


The items turned over by the FBI had been previously seized by the Connecticut State Police from the Lanza residence located at 36 Yogananda 
Street in Newtown pursuant to two search and seizure warrants authorized by a Connecticut Superior Court judge. Immediately following their initial 
seizure, these exhibits were transferred to the FBI for forensic examination under FBI case number 4-NH-2619946. Each item was assigned an 
exhibit number by the FBI for tracking purposes and is cross-referenced below with the corresponding CSP exhibit number as detailed below. 


ITEMS SEIZED UNDER CSP CASE NUMBER CFS-12-00704559 
CSP EXHIBIT 32 / FBI EXHIBIT #1B52 
One (1) Black Computer Tower 


CSP EXHIBIT £3 / FBI EXHIBIT #1B38 
One (1) Sony Playstation 2 


CSP EXHIBIT #4 / FBI EXHIBIT #1B39 
One (1) Dell Inspiron 6000 Laptop 







THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR I.D.#: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.#: 
/TFC THOMAS D KIEL Y/ 0905 08/05/2013 12:16рт 06199/'SGT MICHAEL C DECESARE/ 0205 
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CSP EXHIBIT £5 / FBI EXHIBIT #1B49 
One (1) Black Apple iPhone 


CSP EXHIBIT £12 / FBI EXHIBIT #1B43 
One (1) Microsoft Xbox 


CSP EXHIBIT #19 / FBI EXHIBIT #1B44 
One (1) Naturalizer shoe box containing video games, miscellaneous parts & memory cards 


CSP EXHIBIT #24 / FBI EXHIBIT #1B50 
One (1) Transcend Storejet 160GB External Hard Drive 


CSP EXHIBIT #25 / FBI EXHIBIT #1B48 
One (1) Hard Drive Platter 


CSP EXHIBIT #27 / FBI EXHIBIT #1B47 
One (1) LG Verizon Phone 


CSP EXHIBIT #31 / FBI EXHIBIT #1B45 
One (1) Ivarea USB Device color white 


CSP EXHIBIT #38 / FBI EXHIBIT #1B51 
One (1) Brother MFC-J825DW Fax Machine 


CSP EXHIBIT #41 / FBI EXHIBIT #1B41 
One (1) AT&T Phone w/Digital Answering Machine 








THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
|NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 








INVESTIGATOR SIGNATURE: INVESTIGATOR 1.D.#: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.#: 
/TFC THOMAS D KIELY | 0905 08/05/2013 12:16 pm ОРУТ MICHAEL С DECESARE/ 0205 | 
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CSP EXHIBIT #43 / FBI EXHIBIT #1B42 
One (1) Microsoft Xbox 360 


CSP EXHIBIT #44 / FBI EXHIBIT #1B46 
One (1) Western Digital WD800 80GB Hard Drive 


CSP EXHIBIT #58 / FBI EXHIBIT #1B40 
Misc Paperwork for 2010 Honda Civic, 6 CD-R's, Handwritten Notes on Gun Shops, Garmin Nuvi GPS 


ITEMS SEIZED UNDER CSP CASE NUMBER CFS-12-00705354 
CSP EXHIBIT #601 / FBI EXHIBIT #1B92 
One (1) IBM Thinkpad Laptop 


CSP EXHIBIT #602A / FBI EXHIBIT #1B93 
One (1) Toshiba 40GB Hard Drive 


CSP EXHIBIT #602B / FBI EXHIBIT #1B98 
Ten (10) Misc Computer Components 


CSP EXHIBIT #603 / FBI EXHIBIT #1B94 
Twelve (12) Miscellaneous CD-R & DVD discs containing unknown content 


CSP EXHIBIT #634 / FBI EXHIBIT #1B97 
One (1) Plastic Case containing 29 CD-R's 


The above listed items will be transferred to the evidence room at Western District Headquarters in Litchfield once all examinations have been 
reviewed and documented by CSP personnel. 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: I AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 








INVESTIGATOR SIGNATURE: INVESTIGATOR 1.0.#: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.#: 
/TFC THOMAS D KIELY/ | 0905 08/05/2013 12:16 pm 06192557 MICHAEL С DECESARE/ 0205 
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CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME | PRIMARY OFFICER BADGE МО |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. DOWNS, MICHAEL A. 0502 





INCIDENT ADDRESS APARTMENT NO | TOWN CD 
00036 Yogananda St Newtown 06482 


ACTION TAKEN: 
On 12/15/12 at 1434 hours, Exhibit #1 ("Seagate" Barracuda 500gb hard drive with case and damaged) was turned over to TFO Mitchell Warwick of 
the FBI to be analyzed. As of 09/03/13, the exhibit remains in the custody of the FBI for analysis. 





**A copy of this supplemental report is being submitted under case number CFS-12-00704559. 


CASE STATUS: 
This case remains ACTIVE pending further investigation. 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 





INVESTIGATOR SIGNATURE: 222 |INVESTIGATOR D. | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.#: 
/TFC MICHAEL A DOWNS/ | 0502 09/03/2013 11:02am — 061929 GT JOSHUA PATTBERG/ 0130 


Sec 11 - Evidence Reports.pdf 


TER STATE OF CONNECTICUT. DEPARTMENT OF PUBLIC SAFETY- Page 1 of 1 
AE. ж INVESTIGATION КЕР T (DPS-302-E) (REVISED 2/3/06) 


Report #: 1200705354 - 00222685 
Report Type: Initial Report: Г] Prosecutors Report: О Supplement: М Re-open: O Assist: Г] Closing: O 
Attachments: Statements: [] Teletype: 0 Photos: O Sketchmap: 0 Evidence: 0 Other: O 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME | PRIMARY OFFICER BADGE NO |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. 0772 DOWNS, MICHAEL A. 0502 





INCIDENT ADDRESS APARTMENT NO | TOWNCD | | 
00036 Yogananda St Newtown 06482 


ACTION TAKEN: 

On 10/09/13 at approximately 0730 hours, | obtained Exhibits #6-11, 13-18, 20-23, 26, 28-30, 32-36, 39, 40, 42, 45-57, 59-72, 74, 75, 77-81, 83, 84 
and 90-96 from Troop A Evidence Officer TFC Mo #998. | transported the exhibits to Troop L and turned them over to WDMC Evidence Officer TFC 
Rupsis #1260 at approximately 1100 hours. The exhibits were secured on shelves #28 and #36 in the WDMC Evidence Room. 


CASE STATUS: 
This case remains ACTIVE. 










THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: I AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)МҮ PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY МЕ. 


INVESTIGATOR SIGNATURE: INVESTIGATOR 1.D.#: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.#: 
/TFC MICHAEL A DOWNS/ | 0502 10/09/2013 02:26 рт 06197557 JOSHUA PATTBERG/ 0130 





Sec 11 - күш еі рағ 


(гірім STATE ОҒ CONNECTICUT, DEPARTMENT OF PUBLIC SAFETY- Page 1 of 
ES " INVESTIGATION REP T (DPS-302-E) (REVISED 2/3/06) 
“> 


Кероп #: 1200705354 - 00242431 
Report Type: Initial Report: O Prosecutors Report: Г] Supplement: X Ке-ореп: O Assist: O Closing: O 


Attachments: Statements: [] Teletype: 0 Photos: [] Sketchmap: Г] Evidence: D Other: O 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME |PRIMARY OFFICER BADGE NO |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22. 12/14/2012 LAMOUREUX, DAVIDA. KIELY, THOMAS О. 


INCIDENT ADDRESS APARTMENT NO | TOWNCD ТҮРЕ 
00036 Yogananda St Newtown 06482 


Evidence Examination Reference 





Numerous items of evidence were seized under case # CFS-12-00705354 and subsequently examined and documented under case # 
CFS-12-00704559. Refer to supplemental reports # 224813, 228924, 227971, and 227835 under case # CFS-12-00704559 in NEXGEN for details 


regarding these items. 





THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: I AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED ОҢ IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR I.D.&: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.D.#: 
/TFC THOMAS D KIELY/ 0905 11/18/2013 03:44 pm 061925 СТ JOSHUA PATTBERG/ 0130 | 
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SEU STATE OF CONNECTICUT, DEPARTMENT OF PUBLIC SAFETY- bL i 
=й, = INVESTIGATION REP Т (DPS-302-E) (REVISED 2/3/06) 


Report #: 1200705354 - 00183362 
Report Type: Initial Report: [] Prosecutors Report: О Supplement: М Re-open: O Assist: D Closing: 0 
Attachments: Statements: Г] Teletype: 0 Photos: Г] Sketchmap: [J Evidence: X Other: O 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME | PRIMARY OFFICER BADGE NO [INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. RUPSIS, STEVENA. 


INCIDENT ADDRESS APARTMENT NO | TOWN CD 
00036 Yogananda St Newtown 06482 | 


EXHIBITS 3, 12, 43, 126-C1 & 126-C3 FROM Forensic Laboratory іп Meriden. LAB: ID-09-002105 





ACTION TAKEN: 
On Tuesday, 20 August 2013 at approximately 1004 hours, | received the following exhibit from the 
Forensic Laboratory in Meriden: 


#3 - Bag with "One Sony Playstation 2 with controller and memory card". 
#12 - Bag with "One Microsoft Xbox with partially obliterated serial number”. 
#43 - Bag with "One Xbox 360". 


The lab created LAB SUBMISSION NUMBERS: 126-C1 & 126-C3, which state on the envelopes: 
"Final Report ID-12-002105 CSP - Western District Major Crime Squad CFS1200704597". 


The evidence was subsequently brought to & secured in the WDMC Evidence room at approximately 
1430 hours. 


ATTACHMENTS / MAJOR CRIME TAB: 
Receipt from the Forensic Laboratory / -00 183 361 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 





INVESTIGATOR SIGNATURE: INVESTIGATOR 1.D.#: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.#: 
/TFC STEVEN A RUPSIS/ | 1260 08/20/2013 02:13 pm — 0619988 GT JEFFREY T COVELLO/ 0167 
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STATE OF CONNECTICUT 


Department of Emergency Services and a | 
Public Protection Q у É | 
Division of Scientific Services vá ja 
Шын UP site D хмюм y 
278 Colony Street ( PU nnn 
Meriden, CT 06451 Que 





Telephone: 203-639-6400 
Fax: 203-639-6484 


Evidence Return | 
Receipt | CFSI2-OO 705 554 


Date: 8/20/13 LABORATORY CASE #: ID-12-002105 
SUBMITTING AGENCY: CSP - Western District Major Crime Sc 
LOCAL CASE #: 1217626 
TOWN (if applicable): Newtown 


RETURNED BY (Signature): (2% ( = 


Time: 10:04 AM 


Penni Rosen 
Submission #: Description: 
126 #3 Bag w/ "Оле Sony Play Station 2 with controller & memory card" 
126-C1 Attachment Disk 
126-C3 Attachment Disk 
127 #12 Bag w/ "One Microsoft Xbox with Partially obliterated serial number" 
3 #43 Bag w/ "Опе Xbox 360" 


THE LAB CHAM®D THIS CISL му 8 LR 


то CFS ee 704 577, 


, 


RETURNED ТО (Signature): DA ANA 


Rupsis, Steven | Page 1 of 1 
- WestePf Wistrict Major Crime S e 


Sec 11 - Evidence Reports.pdf 


a | STATE OF CONNECTICUT. DEPARTMENT OF PUBLIC SAFETY- Page 1 of 1 
=u = INVESTIGATION REP Г (DPS-302-E) (REVISED 2/3/06) 


Report #: 1200705354 - 00031409 
Report Type: Initial Report: O Prosecutors Report: [] Supplement: М Re-open: O Assist: [J Closing: O 
Attachments: Statements: [] Teletype: О Photos: О Sketchmap: D Evidence: О Other: 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME |PRIMARY OFFICER BADGE МО |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVIDA. 0772 MUDRY, MICHAEL 0824 





INCIDENT ADDRESS APARTMENT NO | TOWNCD | 
00036 Yogananda St Newtown 06482 


SUPPLEMENTAL REPORT: EVIDENCE TRANSFER 


ACTION TAKEN: 


On January 31st, 2013, at approximately 1120 hours, | retrieved exhibit # 93 (Broadband router) from the Computer Crimes Unit (Det. Ferrucci). 


The exhibit was transported to Troop A and placed into the temporary evidence locker, per Det. Jewiss at approximately 1432 hours. 







THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: I AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED ТНЕКЕІМ, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT І5 AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY МЕ. 


INVESTIGATOR SIGNATURE: _ |INVESTIGATOR 1.0.4: [REPORT DATE: SUPERVISOR SIGNATURE — SUPERVISOR 1.0.4: | 
/ТЕС MICHAEL MUDRY/ | 0824 02/07/2013 08:22 pm — 061PYSGT JOSHUA PATTBERG/ 0130 
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Report #: 1200705354 - 00025817 
Report Type: Initial Report: CI Prosecutors Report: O Supplement:  Re-open: O Assist [] Closing: O 
Attachments: Statements: [] Teletype: О Photos: Г] Sketchmap: [] Evidence: [x] Other: [7] 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME | PRIMARY OFFICER BADGE NO |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. 0772 DOWNS, MICHAEL A. 0502 





INCIDENT ADDRESS APARTMENT NO TOWN CD | 
00036 Yogananda St Newtown 06482 T097 j 


ACTION TAKEN: 


On 12/14/12, members of the Eastern District Major Crimes Squad served a search and seizure warrant on the house and property at 36 Yogananda 
St. in Sandy Hook, CT. Items seized in accordance with the search warrant were inventoried on the search warrant return by Det. Payette #679. 
Numerous items were recovered as evidence outside of the scope of the search warrant and were inventoried on an Inventory of Property Seized 
without a Search Warrant (JD-CR-18). The following exhibits were seized and are listed on the attached JD-CR-18s: 


Exhibits #7, #8, #10, #11, #16, #18, #23, #28, #29, #32 through #35, #39, #40, #46, #49 through #53, #55, #56 and #67 through #70. 


On 12/16/12, members of the Eastern District Major Crimes Squad attended the autopsy for Nancy Lanza performed at the Office of the Chief 
Medical Examiner in Farmington, CT. Exhibits #59 through #64 were seized from the OCME and inventoried on the attached JD-CR-18. 


In addition to items physically seized at the house at 36 Yogananda St., a recording of the telephone answering machine messages was produced 
on a compact disc (CD). The CD was seized as exhibit #96 and inventoried on the attached JD-CR-18. 


A copy of this supplemental report is also being submitted under CFS-12-00704559. 


CASE STATUS: 
This case remains ACTIVE pending further investigation. 










THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: LAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS А RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED ТО ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR I.D.#: |REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.D.#: 
/TFC MICHAEL A DOWNS/ 02/01/2013 09:40 pm 061P/SGT JOSHUA PATTBERG/ 0130 
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E | STATE OF CONNECTICUT. DEPARTMENT OF PUBLIC SAFETY- Page 1 of 
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Report #: 1200705354 - 00030251 
Report Type: Initial Report: CI Prosecutors Report: [] Supplement: М Re-open: O Assist: D Closing: O 
Attachments: Statements: Г] Teletype: [] Photos: О Sketchmap: ГІ Evidence: О Other: O 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME | PRIMARY OFFICER BADGE NO | INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVIDA. JEWISS, DANIEL E. 0336 





INCIDENT ADDRESS APARTMENT NO | TOWN CD [TY 
00036 Yogananda St Newtown 06482 Not 


—- EVIDENCE REPORT ---- 
(Pick Up & Drop Off Of Evidence - Exhibits #90 & #92 - #94 and data from #58) 


ACTION TAKEN: 


On 01/02/13 at approx. 1450 hrs., FBI SA Wendy Bowersox gave me one (1) 2GB Cellebrite thumb drive (R 80716) and one (1) DVD 
(4-NH-2619946), both of which contained the GPS downloaded data from the GPS that was seized during the search of the shooter's residence at 
36 Yogananda Street in Newtown. This GPS had been submitted for analysis and the data was subsequently downloaded onto the thumb drive and 
the DVD. SA Bowersox also provided me with a working copy DVD containing the same data. | then transported these items to Troop A in 
Southbury where | entered them into evidence in the Sandy Hook School Shooting Investigation (CFS12-00704559 - Refer to Ex. #343). As of this 
writing, the FBI still has possession of Ex. #58. 


On 01/04/13 at approx. 1400 hrs., | picked up Exhibits #90 (Verizon Samsung cell phone), Ex. #92 (BlackBerry Verizon cell phone) and Ex. #94 
(Motorola Surfboard cable modem) from Det. Bryan Ferrucci #1421 at the Computer Crime and Electronic Evidence Laboratory at 278 Colony Street 
in Meriden, CT. | then transported them іп my department assigned vehicle (488-WHK) back to Troop A in Southbury where | secured them in the 
WDMC-A temporary evidence locker at approx. 1620 hrs.. 


On 02/06/13 at approx. 1500 hrs., | took these exhibits, as well as Ex. #93 (Lynksys Wireless Router) out of the WDMC-A temporary evidence locker 
and gave them directly to the Troop A Evidence Officer, TFC Lonny Mo #998. 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: [AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 





INVESTIGATOR SIGNATURE: INVESTIGATOR 1.24: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.D.#: 
/TFC DANIEL E JEWISS/ | 0336 02/13/2013 06:38pm 062009 СТ JOSHUA PATTBERG/ 0130 
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Det. Ferrucci had advised me that upon his forensic examination, no significant data was found on Ex. #93 (Lynksys Wireless Router) or Ex. #94 
(Motorola Surfboard cable modem). He did download data from Exhibits #90 (Verizon Samsung cell phone) and Ex. #92 (BlackBerry Verizon cell 


phone) and subsequently placed this data onto a DVD, which | seized under CFS12-00704559 as Ex. #348 (refer to CFS12-00704559 Evidence 
Report). 


--- ENDREPORT — 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 





THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: 22 |INVESTIGATORI.D.# [REPORT DATE: SUPERVISOR SIGNATURE — SUPERVISOR |.D.#: 
/TFC DANIEL E JEWISS/ | 0336 02/13/2013 06:38 pm —0620YSG7T JOSHUA PATTBERG/ 0130 











@ FORENSIC SCIENCE LABORATORY 
Guy М. Vallaro, Ph.D. 
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STATE OF CONNECTICUT 


DEPARTMENT OF 
EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 





Division Director 


CRIMINALISTICS 
FORENSIC BIOLOGY SECTION 
SUPPLEMENTAL REPORT 


LABORATORY CASE #: ID-12-002105 

SUBMITTING AGENCY: CSP - Eastern District Major Crime Squad 
410 West Thames Street, Unit 500 
Norwich, CT 06354 

AGENCY CASE #: CFS-12-00705354 

TOWN OF INCIDENT: Newtown 

DATE OF REQUEST: 01/10/2013 

DATE OF REPORT: 01/25/2013 


REPORT TO: Chief of Police 





EVIDENCE SUBMITTED: 
For a complete list of evidence previously examined and results of examination, please refer to 
the Forensic Biology Report dated 01/07/2013. 


4. .22 caliber Savage Mark II rifle with three live rounds and one spent round (from chamber) (#21) 
4-1. .22 caliber rifle 


EXAMINATION/SAMPLING METHOD: 
All examinations were conducted macroscopically unless otherwise noted. 


Serological results reflect the analysis of a portion of the sample tested. 


RESULTS OF EXAMINATION: 
1. Item #4-1 consisted of a .22 caliber Savage Mark II rifle with the serial number 1605038. 


Samples were collected from the left side of the stock (#4-1S4), handle area (84-155) and 
the forend area (44-156) of this rifle for DNA analysis. 


278 Colony Street, Meriden, CT 06451 
Phone (203) 639-6400 Fax (203) 639-6485 
Ап Affirmative Action / ЮВ Opportunity Employer 
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ID-12-002105 
Newtown 
CFS-12-00704354 


Page 2 
‚ RESULTS OF 
EXAMINATION 
CONTINUED: 


2. Items 44-154, 84-155 and 44-186 were retained at the Laboratory and forwarded to the 
DNA Section for further analysis. 


* Further analysis upon request 


This report reflects the test results, conclusions, interpretations and/or findings of the Analyst 
and Technical Reviewer as indicated by their signatures below. 





Analyst 
Lucinda Lopes-Phelan қ 
Forensic Science Examiner 2 Forensic Science Examiner 2 





06203 
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REPORT TYPE: ATTACHMENTS: 









State of Connecticut 














Department of Public Safety О INITIAL О ASSIST | О STATEMENTS O TELETYPE | CFS12-00705354 
SUPPL. ПІ PHOTOS E] OTHER 

Narrative Report 

БР5-302-С (Revised 04/03) O RE-OPEN O SKETCH MAP Page 1 of! 
D CLOSING О EVIDENCE 


EVIDENCE EXAMINATION REPORT 


Action Taken: On 12-14-12, The Newtown Police Department, along with Troopers from Troop 
A in Southbury, and numerous other responding Officers/Troopers responded to 
the school shooting at the Sandy Hook School in Newtown (CFS12-00704559). 
As a result of that investigation, ESU responded to the suspects (ADAM LANZA) 
residence at 36 Yogananda St., in Sandy Hook where Lanza's mother Nancy 
Lanza, was found deceased. The Connecticut State Police — Eastern District 
Major Crime Squad was requested and assigned the investigation at 36 
Yogananda St., in Sandy Hook, CT. 


On 02-01-13, | received the attached copies of the Forensic Biology Section 
Supplemental Report and Firearms Section supplemental report from the 
Forensic Science Laboratory in Meriden. The Forensic Biology Report indicates 
numerous swabs were taken from Item &21 (Savage rifle), and forwarded to the 
DNA Section. The Firearms Section report indicated that the spent shells 
collected from the second floor bedroom at 26 Yogananda St. (Item #22, Item 

$ #65, Item #66, and one with Item #21) were all fired from Item #21 (Savage rifle). 
The report also states that the four projectiles removed from Nancy Lanza's 
head during autopsy (labeled 861, 862, 863, and 864) were also all fired from 
Item #21 (Savage rifle). See attached reports for details. 


CASE STATUS: ACTIVE. 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
O 1 ACTIVE [1 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED О VICTIM UNCOOPERATIVE 
С 2 CLEARED BY ARREST О 6 NO CRIMINAL ASPECT | С В PROSECUTION DECLINED D JUVENILE - NO CUSTODY 
E 3 SUSPENDED O F FUGITIVE O С EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 


INVESTIGATOR 1.0. # REPORT DATE: 
0679 J- 4-13 
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STATE OF CONNECTICUT 










Department of Emergency Services 
and Public Protection 
DEPARTMENT OF Q ҒТА 4 


EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 


DIVISION OF SCIENTIFIC SERVICES 








FIREARMS SECTION 

Guy M. Vallaro, Ph.D. 

Director 
Laboratory Case #: 1D-12-002105 Submitting Agency: CSP - Eastern District Major Crime 
Agency Case #: CFS1200705354 Squad 

. Town of Incident: Newtown 

Date of Request: 12/20/12 
Date of Report: 1/26/13 
Report To: Trooper Jeff Payette #: 679 





EVIDENCE SUBMITTED: 

004. #21 Box w/ " "Savage Mark II" .22 cal rifle, SN 1605038, with 3 live rounds, and one spent round 
(from chamber) " 

005. #22 Envelope w/ " One spent .22 cal "CCI" shell casing " 

006. #63 Envelope w/" Four metal projectiles (labeled 861, 862, 863, 864) from head of Nancy Lanza " 
007. #65 Envelope w/ "One brass colored shell casing with marking "C" 

008. #66 Envelope w/ "One brass colored shell casing with marking "C" 


RESULTS OF EXAMINATION: 


Submissions: 004. #21 Box w/ " "Savage Mark 1!" .22 cal rifle, SN 1605038, with 3 live rounds, and one spent 
round (from chamber) " 

Savage bolt action rifle, model Mark Il, serial number 1605038, .22 long rifle caliber. Submitted with the 
rifle was a ten cartridge capacity magazine, three "C" CCI lead hollow point .22 long rifle caliber 
cartridges and one discharged "C" CCI .22 long rifle caliber discharged cartridge case. 

Submission#: 005. #22 Envelope w/ " One spent .22 cal "CCI" shell casing " 
One discharged "C" CCI .22 long rifle caliber cartridge case. 

Submission#: 006. #63 Envelope w/ " Four metal projectiles (labeled 861, 862, 863, 864) from head of Nancy 


Lanza " 
This submission contained four bullets from the OCME's Office from the victim Nancy Lanza. 


$6-861 lead .22 caliber bullet weighing 36.5 grains. 
#6-862 lead .22 caliber bullet weighing 37.8 grains. 
16-863 lead .22 caliber bullet weighing a total of 32.2 grains. (two pieces 27.8 grains and 4.4 grains) 
#6-864 lead .22 caliber bullet weighing 38.8 grains. 
Submissions: 007. #65 Envelope w/ "One brass colored shell casing with marking "C" 
One discharged "C" CCI .22 long rifle caliber cartridge case. 
Submission#: 008. #66 Envelope w/ "One brass colored shell casing with marking "C" 
One discharged "C" CCI .22 long rifle caliber cartridge case. 


RESULTS OF OPERABILITY EXAMINATION : 


Submissions: 004 #21 Box w/ " "Savage Mark II" .22 cal rifle, SN 1605038, with 3 live 


ounds, and one spent round (from chamber) " 
Manufacturer of Firearm: Savage Model: Mark И Caliber: .22 Long Rifle 


278 Colony Street, Meriden, Connecticut 06451 
Phone(203)639-6400 Рах (203) 639-6485 
An Affirmative Action / 888 Opportunity Employer 
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Newtown 
ID-12-002105-0012 
CSP - Eastern District Major Crime Squad - CFS1200705354 


Report Continued cee. 
Ф RESULTS OF OPERABILITY EXAMINATION(Continued) : 
Type of Firearm: Rifle Bolt Action Type of Action: Bolt Serial Number: 1605038 
Barrel Length (+/- 1/16"): 22" Overall Length (+/- 1/16"):40" Capacity: 10 in mag 
Firearm operational: Yes ед File: 6 cartridge cases апа NIBIN Entry: No 
ullets 


RESULTS OF EXAMINATION: 


The Savage rifle in submission #4 was examined and found to be safe for test firing purposes. Six 
cartridges from laboratory ammunition were used to obtain test fired specimens. The rifle was found 
to be operable without malfunction using the submitted magazine. 


A direct comparative examination was made of the test fired cartridge cases to the discharged 
cartridge case removed from the chamber of the rifle submission #4-1, along with submissions #5, 
#7 and #8. A positive identification was made of each cartridge case to the test fires. They have all 
been fired in submission #4 at some point in time. There were marks found in the firing pin 
impression of each cartridge case used for the comparative examinations. 


A direct comparative examination was conducted with submissions #6-861, #6-862, #6-863 and 
#6-864 the bullets removed from the victim to the test fires from submission #4. A positive 
identification was made of each bullet to the test fires. They have all been fired from this rifle at 


some point in time. 
The test fires from submission #4 will be retained on file with this section of the laboratory. 


This report reflects the test results, conclusions, interpretations and/or the findings of the 
analysts and technical reviewers below as indicated by their signatures below. 





JamesiStgphenson 
Forensic Science Examiner 2 ate Police Firearms Examiner 


Examiner Reviewer 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Department of Public Safety EA x INITIAL С ASSIST STATEMENTS О TELETYPE | CFS12-00705354 


SUPPL. | PHOTOS Mh OTHER 
O RE-OPEN SKETCH MAP 1 
O CLOSING EVIDENCE Рае лот 


Narrative Report 
DPS-302-C (Revised 04/03) 





0 | FORENSIC LABORATORY REPORT 


DATE/TIME: On Thursday January 24, 2013 at approximately 1130 hours. 


ACTION TAKEN: On the above date and time this writer, Detective David A. Lamoureux, 
received a copy of a report from the Criminalistics Forensic Biology Section of the State Police 
Forensic Laboratory located at 278 Colony Street Meriden, CT dated 01-07-2013. The report is 
related to the Sandy Hook Elementary School Shooting and the Homicide of Nancy Lanza in 
Newtown, CT on 12-14-2012 (Laboratory Case# ID-12-002105). The report indicates among 
other things the analysis of the submitted Bushmaster .223 Rifle, Savage Mark II .22 caliber rifle 
and Adam Lanza's Autopsy samples (refer to attached 5 page report). 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
1 ACTIVE O 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED D VICTIM UNCOOPERATIVE | 
2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT С B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
П 3 SUSPENDED D F FUGITIVE D C EXTRADITION DECLINED 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION £ONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME B 
OTHER MEMBERS OF MY POLICE 'ARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 


FROM THE PERSQN OR PERS MED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


SRECEPED BY Ñ 
Free SONIA y INVESTIGATORTD * | REPORT DATE: 
a SB A Par mm 0772 January 24, 2013 
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DEPARTMENT OF 

EMERGENCY SERVICES and PUBLIC PROTECTION DIVISION OF SCIENTIFIC SERVICES 
DIVISION OF SCIENTIFIC SERVICES 
FORENSIC SCIENCE LABORATORY 





Guy M. Vallaro, Ph.D. 
Division Director CRIMINALISTICS 
FORENSIC BIOLOGY SECTION 


LABORATORY CASE £: ID-12-002105 
SUBMITTING AGENCIES: CSP — Western District Major Crime Squad 
452-B Bantam Road 


Litchfield, CT 06759 


CSP - Eastern District Major Crime Squad 
410 West Thames Street, Unit 500 
Norwich, CT 06354 


Office of the Chief Medical Examiner 
11 Shuttle Road 
Farmington, CT 06032 


AGENCY CASE #: CFS-12-00704597 (WDMCS) 
CFS-12-00705354 (EDMCS) 
CFS-12-00711626 (WDMCS) 
12-17618 (OCME) 


TOWN OF INCIDENT: Newtown 

DATE OF REQUEST: 12/18/2012 

DATE OF REPORT: 01/07/2013 

REPORT TO: . Commanding Officers and 


Dr. H. Wayne Carver, II 





EVIDENCE SUBMITTED: 


1. Autopsy samples — Adam Lanza 
1-1. “Pulled head hair” 
1-2. “Pulled pubic hair” 
1-3. “Pulled facial hair” 
1-4.  "*Fingernails — left hand" 
1-5.  "Fingernails — right hand” 
2. Bushmaster .223 caliber Model XM15-E2S rifle, magazine and cartridges (#17) 
2-l.  Bushmaster rifle 
2-2. Cartridge “chamber round” 


2-3. Magazine 


o - 2-4. Cartridges 





278 Colony Street, Meriden, CT 06451 
Phone (203) 639-6400 Fax (203) 639-6485 
An Affirmative Action / Equal Opportunity Employer 
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EVIDENCE SUBMITTED CONTINUED: 


3. Letter to “SHES” 


4. 


.22 caliber Savage Mark II rifle with three live rounds and one spent round (from chamber) (#21) 
4-1. 
4-2. 


22 caliber rifle 
Cartridges, magazine and cartridge casing 


EXAMINATION/SAMPLING METHOD: 


All examinations were conducted macroscopically unless otherwise noted. 
Serological results reflect the analysis of a portion of the sample tested. 


RESULTS OF EXAMINATION: 


1. 


Submission #1 (autopsy samples) consisted of items #1-1 (“pulled head hair”), 
#1-2 (“pulled pubic hair”), #1-3 (“pulled facial hair”), #1-4 (“fingernails — left hand”) and 
#1-5 (“fingernails — right hand”). 


A. 


В. 


No examination was conducted on items #1-1, #1-2, #1-3, #1-4 and #1-5 at this 
time. 


A hair-like fiber was located in the packaging of submission #1. This hair-like 
fiber was retained at the Laboratory as item #1-$1. 


Submission #2 consisted of items #2-1 (Bushmaster rifle), #2-2 (cartridge “chamber 
round”), #2-3 (magazine) and #2-4 (cartridges). 


A. 


Item #2-1 consisted of a .223 caliber Bushmaster Model XM15-E2S rifle with the 
serial number L534858. A sling measuring approximately 44-1/2” in length was 
attached to this rifle. 


D A faint powdery residue was present on this rifle. 


2) Samples were collected from the forearm (82-181), trigger (82-162), pistol 
grip (82-153) and shoulder stock (982-154) areas for DNA analysis. | 
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RESULTS OF 
EXAMINATION 
CONTINUED: 


2 А. 3) 


4) 


5) 
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Reddish-brown stains and tissue-like materials were present on this rifle. 


- The stains/tissue-like materials tested from the front of the sling (22-185), 


back of the sling (#2-1S6), end of sling (82-187), barrel (#2-158), 
rear sight (#2-1510) and stock (+2-1811) areas gave positive results with a 
screening test for the presence of blood. 


These stains gave positive results with a confirmatory test for the presence 
of human glycophorin A, a component of human blood. 


A stain (82-189) collected from the rear sight area of this rifle gave negative 
results with a screening test for the presence of blood. 


A microscopical examination of the flash suppressor/barrel areas revealed 
scratches and white material imbedded into the surface. 


No further testing was conducted on this material at this time. 


B. Item #2-2 consisted of an envelope labeled “chambered round” containing an 
“S & B 60 5.56 X 45" cartridge. 


1) 
2) 


3) 


A deformity was noted in the primer area of this cartridge. 
A faint powdery residue was present on this cartridge. 


A sample (22-281) was collected from this cartridge for DNA analysis. 


С. Item.#2-3 consisted of a “PMAG 30” magazine. 


1) 
2) 


3) 


A faint powdery residue was present on this magazine. 


Reddish-brown stains on the right side (82-351) and left side (#2-353) of 
this magazine gave positive results with a screening test for the presence of 


blood. 


No further serological testing was conducted on these stains at this time. 


A sample (#2-3S2) was collected from the feed area/left side of this 
magazine for DNA analysis. 
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RESULTS OF 


EXAMINATION 
CONTINUED: 
2. р, Item #2-4 consisted of fourteen (14) “5 & В 60 5.56 X 45” cartridges. 
1) A faint powdery residue was present on these cartridges. 
2) A sample (#2-451) was collected from these cartridges for DNA analysis. 
3; Submission #3 consisted of ап envelope with a postage stamp апа a Christmas card. 
A. A faint purple stain was present on this submission. 


B. A sample (83-51) was collected from the Christmas card for DNA analysis. 


3; С. A sample (#3-S2) was collected from the adhesive side of the postage stamp for 
DNA analysis. 


р. Submission #3 was forwarded to the DNA Section for further processing. 


4. Submission #4 consisted of items #4-1 (.22 caliber rifle) and #4-2 (cartridges, magazine 
and cartridge casing). 


A. Item #4-1 consisted of a .22 caliber Savage Mark П rifle with the serial number 
1605038. 


1) A faint powdery residue was present on this rifle. 


2) Samples were collected from the bolt (44-151) and trigger (84-152) areas of 
this rifle for DNA analysis. 


3) Reddish-brown stains on the end of the rifle’s barrel gave positive results 
with a screening test for blood. 


One (1) of these reddish-brown stains (84-153) gave a positive result with a 
confirmatory test for the presence of human glycophorin A, a component of 
human blood. 
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RESULTS OF 
EXAMINATION 
CONTINUED: 


4. B. Item #4-2 consisted of three (3) “С” .22 caliber cartridges, one (1) empty magazine 
and one (1) “С” .22 caliber cartridge casing. 


1) The .22 caliber cartridge casing was not examined at this time. 


2) Samples were collected from the magazine (94-251) and cartridges (#4-252) 
for DNA analysis. 


5. Items #1-1, #1-2, #1-3, #1-4, #1-5, #2-1S1, 22-1S2, 42-183, 82-184, 22-185, #2-156, 
82-157, 82-15%, 82-159, 82-1510, #2-1S11, #2-2$1, #2-3S1, 42-382, #2-353, 82-451, 
33-51, 83-52, 34-181, 44-152, 84-153, 84-251 and 94-252 were retained at the Laboratory. 


6. Items 82-151, 42-1S2, #2-1S3, 82-154, 82-251, 82-352, 82-451, #3-S1, Я3-52, 84-151, 
34-182, 84-281 and 44-252 were forwarded to the DNA Section for further analysis. 


7. Known biological samples from the suspect and victim(s) are requested for comparison 
purposes. | 
* Further analysis upon request 


This report reflects the test results, conclusions, interpretations and/or findings of the Analyst and 
Technical Reviewer as indicated by their signatures below. 





alyst Technica] Reviewer 
Lucinda A. Lopes-Phelan Joy C. Reho 
Forensic Science Examiner 2 Forensic Science Examiner2  . 
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STATE OF CONNECTICUT 


DIVISION OF SCIENTIFIC SERVICES 










DEPARTMENT OF 
EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 
FORENSIC SCIENCE LABORATORY 





: Guy M. Vallaro, Ph.D. 
Division Director 


LATENT PRINT EXAMINATION 


Laboratory Case #: ID-12-002105 


Submitting Agency: CSP - WDMCS 
452B Bantam Rd 
Litchfield, CT 06759 


Agency Case #: CFS1200704597 
Town of Incident: | Newtown 

Date of Request: 12/18/12 

Date of Report: 01/02/13 

Report To: Det. P. Dwyer 





o EVIDENCE SUBMITTED: 


002 Item #17 Box w/ “Bushmaster Cal .223 Mod XM15-E2S, serial #L534858, 1 round 
removed from chamber and PMAG inserted with 14 rounds." 

003 Plastic Bag w/ “letter to (SHES)" 

004 #21 Box w/ “Savage Mark I” .22 cal rifle, SN 1605038, with 3 live rounds, and one 


spent round (from chamber)" 
009 Item #83A Envelope w/ “fingerprint cards — (Adam Lanza)" 


SERVICE PERFORMED: 


Submission #002 consisted of the following: 


002-1: one (1) unloaded black Bushmaster Cal .223 — 5.56mm, Mod XM15-E2S, 
serial 44534858, with cut black “Blackhawk” strap. 


002-2: one (1) black PMAG 30 magazine, 5.56 x 45 containing fourteen (14) S&B 
5.56 x 45 unfired cartridges. 


002-3: one (1) S&B 5.56 x 45 unfired cartridge. 
Submission #003 consisted of the following: 


a 003-1: one (1) sealed white envelope addressed to “For the young students of 
Sandy Hook Elementary School” with a stamp. 


278 Colony Street, Meriden, CT 06451 
Phone (203) 639-6466b13 Fax (203) 639-6485 
An Affirmative Action / Equal Opportunity Employer 
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003-2: one (1) Christmas card with a handwritten note inside 
Submission #004 consisted of the following: | 
004-1: One (1) unloaded Savage Mark II .22 cal rifle, SN 1605038 


004-2: One (1) magazine containing three (3) “С” .22 cal unfired cartridges 
(Тһе “С” .22 cal unfired cartridges were not processed) 


Submission #009 consisted of two (2) unmarked strips cut from a fingerprint card 
designated as 009-1 and 009-2. 


Items 002-1, 002-2, 002-3, 003-1, 003-2, 004-1 and 004-2 have been processed for 
identifiable latent impressions. There were no identifiable latent impressions found on 
the submitted evidence. 


COMMENTS: 


Submissions #002 and #003 have been transferred to the Forensic Biology Section of 
this Laboratory. 


Submissions #004 has been transferred to the Firearms Section of this Laboratory. 
Submission #009 is being returned to you with a copy of this report. 


This report reflects the test results, conclusions, interpretations and/or the findings of 
the analyst and technical reviewer as indicated by their signature below. 


D Моо 


Kevin Parisi Larry Mazzola 
Forensic Science Examiner 1 Forensic Science Examiner 1 
Analyst Technical Reviewer 
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STATE OF CONNECTICUT 





DEPARTMENT OF 
EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 





DIVISION OF SCIENTIFIC SERVICES 





Guy М. Vallaro, Ph.D. 
Director 


DNA SECTION 
DNA REPORT 


LABORATORY CASE #: 1D12-002105 


SUBMITTING AGENCY: CSP - WDMCS 
452B Bantam Rd 
Litchfield, CT 06759 
X-Ref: OCME 


AGENCY CASE #: CFS1200704597 
X-Ref: 12-17626 (OCME) 
12-17618 (OCME) 





TOWN OF INCIDENT: Newtown, CT 
DATE OF REQUEST: 01/04/13 
Ф г.ткоғкеғовт: 02/01/13 
REPORT TO: Commanding Officer of above 
EVIDENCE SUBMITTED: 


#13-52 Known blood sample, Nancy Lanza 
#14 Known liver sample, “Adam Lanza” 


RESULTS OF EXAMINATION: 


1. DNA was extracted from item #13-S2 and submission #14. DNA was purified according 
to standard laboratory protocols. 


2A. Extracted material obtained from item #13-S2 and submission #14 was amplified by the 
AmpFISTR Identifiler procedure as described in laboratory protocols. STR alleles were 
separated and detected by standard laboratory protocols. 


- 


278 Colony Street, Meriden, Connecticut 06451 
Phone (203) 639-6400 Fax (203) 639-6485 
An Affirmative Action / ЕЙ! Opportunity Employer 
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DNA REPORT 

RESULTS OF 

EXAMINATION 

CONTINUED: 


2B. The following results were obtained on the amplified items: 


Identifiler Alleles Detected 











|1382 | 1315 | 29322 | 10 | юп | 1516 | 67 | 91 | 123 | 172 | 






| №ш# | Di9s433 | УМА | ТРОХ | 118551 | АМЕ, | 055818 | FGA | 
Bs | м2 | mp | sb | np | x | ng | 22 








13.15.2 11,12 13,17 XY 20,23 
© 3. Item $13-S2 was consumed in testing. Submission #14 was returned to the submitting 

agency. 

CONCLUSIONS: 


4. The results are consistent with Nancy Lanza (item #13-S2) being the mother of 

“Adam Lanza” (submission #14). The expected frequency of females who could be the mother 
of “Adam Lanza” is approximately 1 in 530,000 in the African American population, 
approximately 1 in 37,000 in the Caucasian population, and approximately 1 in 53,000 in the 
Hispanic population. 


This report reflects the test results, conclusions, interpretations, and/or the findings of the 
analyst as indicated by their signature below. 






С J. Carita (Analyst) Steven E. Bryant (Technical Reviewer) - 
orensic Science Examiner 1 Forensic Science Examiner 1 
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Department of Public Safet егу; O INITIAL O ASSIST O STATEMENTS O TELETYPE CFS12-00705354 
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D 
DPS-302-C (Revised 04/03) RE-OPEN = SKETCH MAP Page 1.01. 


O CLOSING EVIDENCE 





FORENSIC LABORATORY REPORTS 
On Wednesday July 31, 2013 this writer received new reports from the State Of Connecticut Forensic Laboratory. 


The Forensic Laboratory Supplemental DNA Report dated May 23, 2013 indicates among other things that the 
Savage Mark II .22 caliber Rifle and magazine were swabbed by the laboratory. The results of the analysis of the 
three swabbings were: “Insufficient amplification products were detected. ..to generate DNA profiles, therefore no 
comparison could be made for these items.”. An unknown DNA profile has been generated from a swabbing of 
the submitted .22 caliber cartridges submitted with the Savage Mark II. The unknown profile was searched against 
the Connecticut and National DNA Databases with no matching profiles found. The profile results will be searched 
against the databases periodically (See Forensic Laboratory Report). 


The Forensic Laboratory DNA Section Report II dated 05-29-2013 indicates among other things that additional 
swabs were taken from the Savage Mark II .22 rifle. Adam Lanza is included as a contributor to the DNA Profile 
from Swab #4-154 (Swab of the left side of the rifle stock). Adam Lanza is also included as a contributor to the 
DNA Profile from Swab #4-1$6 (Swab of the forend area of the rifle). (See Forensic Laboratory Report). 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 


1 ACTIVE С 4 EXCEPTIONAL CLEARANCE O А OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
О 2 CLEARED BY ARREST D 6 NO CRIMINAL ASPECT O B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
O 3 SUSPENDED O F FUGITIVE - П С EXTRADITION DECLINED 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME B 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
q 


R AA | SUPERVISOR 1.D.# | APPROVAL DATE 
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STATE OF CONNECTICUT 





DEPARTMENT OF 
EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 





DIVISION OF SCIENTIFIC SERVICES 





Guy M. Vallaro, Ph.D. 
Division Director 
DNA SECTION 
SUPPLEMENTAL DNA REPORT II 


LABORATORY CASE #: ID12-002105 


SUBMITTING AGENCY: CSP - WDMCS 
452B Bantam Rd 
Litchfield, CT 06759 


CSP - EDMCS 
401 West Thames St 
Norwich, CT 06360 


Office of the Chief Medical Examiner 
11 Shuttle Rd 


Farmington, CT 06032 


AGENCY CASE #: CFS12-00704597 (WDMCS) 
CFS12-00711626 (WDMCS) 
CFS12-00705354 (EDMCS) 
12-17618 (OCME) 
12-17626 (OCME) 


TOWN OF INCIDENT: Newtown, CT 

DATE OF REQUEST: 02/28/13 

DATE OF REPORT: 05/29/13 

REPORT TO: Commanding Officers of above 


Dr. Н. Wayne Carver, II 





EVIDENCE EXAMINED: 


#4-154 Swabbing — left side of stock area 
H4-185 Swabbing — handle area of rifle 
#4-156 Swabbing — forend area of rifle 


#40 Swabbing from “drivers exterior front door handle” 
#41 Swabbing from “drivers exterior rear door handle” 

#42 Swabbing from “passengers exterior front door handle” 
#43. Swabbing from “passengers exterior rear door handle” 


278 Colony Street, Meriden, Connecticut 06451 
Phone (203) 639-6499, Fax (203) 639-6485 
An Affirmative Action / Equal Opportunity Employer 
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SUPPLEMENTAL DNA REPORT II 


EVIDENCE EXAMINED 
CONTINUED: 


#44 Swabbing from “drivers side front interior door handle” 
#45 Swabbing from “drivers side rear interior door handle” 
#46 Swabbing from “passenger side front interior door handle” 
#47 Swabbing from “passenger side rear interior door handle” 
#13-52 Known blood, N. Lanza 

#14 Swabbing from liver — A. Lanza 


RESULTS OF EXAMINATION: 


1. DNA waspreviously extracted and analyzed from item #13-S2 and submission #14 (see 
DNA Report dated 02/01/13). DNA was extracted from items 84-154, 84-155, #4-1S6, 
submissions #40, #41, #42, #43, #44, #45, #46, and #47. DNA was purified according to 
standard laboratory protocols. 


@ 2A. Extracted material obtained from items #4-154, 84-155, #4-156, submissions #40, #41, 
#42, #43, #44, #45, #46, and #47 was amplified by the AmpF/STR Identifiler procedure as 
described in laboratory protocols. STR alleles were separated and detected by standard 
laboratory protocols. Insufficient amplification products were detected from submissions #42, 
#43, #44, #45, #46, and #47 to generate DNA profiles, therefore, no comparisons could be made 
for these items. | 


2B. The following results were obtained on the amplified items: 
Identifiler Alleles Detected 


D138317 

5 813 | NR | NR | NR | 16 | 6 | NR | NR | NR | 
10,11 11,12 
| 40 | 10 | NR | N | NR | NR | NR | NR | NR | NR | 


* = additional minor peak(s) detected. NR = No Results. 
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SUPPLEMENTAL DNA REPORT Ц 


RESULTS OF 
EXAMINATION 
CONTINUED: 


Identifiler Alleles Detected 


аве SISSI WA | PON Diss АМЫ DONA | FGA | 
20,23 
ме I 
[ 40 | NR - NR NR 
e NN 


* = additional minor peak(s) detected. NR = No Results. 






























3. Items#4-IS4, 24-1 S5, 34-186, submissions #40, #41, #42, #43, #44, #45, #46, and #47 
were consumed in testing. 


CONCLUSIONS: 


4. The results are consistent with item 44-184 (swabbing — left side of stock area) being a 
mixture. A. Lanza (submission #14) is included as a contributor to the DNA profile from item 
Я4-154. The expected frequency of individuals who could be a contributor to the DNA profile 
from item #4-1S4 is less than 1 in 7 billion in the African American, Caucasian, and Hispanic 
populations. 

N. Lanza (item #13-S2) is eliminated as a contributor to the DNA profile from item 
#4-154. 


5. Theresults demonstrate that item #4-1S6 (swabbing — forend area of rifle) is a mixture. 
The results are consistent with a laboratory staff member being included as a contributor to the 
DNA profile from item #4-156. 

A. Lanza (submission #14) cannot be eliminated as a contributor to the DNA profile from 
item #4-156. The expected frequency of individuals who cannot be eliminated as a contributor 
to the DNA profile (at loci 021811, 0135317, 0195433, УМА, ТРОХ, and 055818) from item 
#4-186 is approximately 1 in 9,000 in the African American population, approximately 1 in 640 
in the Caucasian population, and approximately 1 in 1,100 in the Hispanic population. 

N. Lanza (item #13-S2) is eliminated as a contributor to the DNA profile from item 
#4-1S6. 
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SUPPLEMENTAL DNA REPORT II 





CONCLUSIONS 
CONTINUED: 


6. The results eliminate N. Lanza (item #13-52) and A. Lanza (submission #14) as the source 
of the DNA profiles from item #4-1S5 (swabbing — handle area of rifle), submissions #40 
(swabbing from “drivers exterior front door handle”), and #41 (swabbing from “drivers exterior 
rear door handle”). | 


This report reflects the test results, conclusions, interpretations, and/or the findings of the 
analyst as indicated by their signature below. 


ҰС). Carita (Analyst) Kristin M. Sasinouski e Reviewer) 


orensic Science Examiner 1 Forensic Science Examiner 1 
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STATE OF CONNECTICUT 





DEPARTMENT OF 
EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 


DIVISION OF SCIENTIFIC SERVICES 





Guy M. Vallaro, Ph.D. 
Division Director 


DNA SECTION 
SUPPLEMENTAL DNA REPORT 


LABORATORY CASE #: ID12-002105 


SUBMITTING AGENCY: CSP - WDMCS 
452B Bantam Rd 
Litchfield, CT 06759 


CSP - EDMCS 
401 West Thames St 
Norwich, CT 06360 


Office of the Chief Medical Examiner 
11 Shuttle Rd 


Farmington, CT 06032 


AGENCY CASE #: CFS12-00704597 (WDMCS) 
CFS12-00711626 (WDMCS) 
CFS12-00705354 (EDMCS) 
12-17618 (OCME) 
12-17626 (OCME) 


TOWN OF INCIDENT: Newtown, CT 

DATE OF REQUEST: _ 01/04/13 

DATE OF REPORT: 05/23/13 

REPORT TO: Commanding Officers of above 


Dr. H. Wayne Carver, II 





EVIDENCE EXAMINED: | 


82-161 Swabbing — forearm of rifle 

#2-152 Swabbing — trigger of rifle 

#2-153 Swabbing — pistol grip ofrifle — . 

#2-15S4 Swabbing — shoulder stock of rifle 

#2-251 Swabbing — cartridge “chambered round” 
#2-352 Swabbing — feed area and side of magazine 
82-451 Swabbing — cartridges from magazine 


278 Colony Street, Meriden, Connecticut 06451 
Phone (203) 639-6400 Fax (203) 639-6485 
An Affirmative Action / Equal Opportunity Employer 
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SUPPLEMENTAL DNA REPORT 





EVIDENCE EXAMINED 
CONTINUED: 


#3 Envelope with stamp and “letter to SHES” 
#3-51 Swabbing — both sides of Christmas Сага 
#3-52 Swabbing — adhesive side of stamp 

#4-151 Swabbing — bolt of .22 caliber Savage rifle 
#4-1S2 Swabbing — trigger of .22 caliber Savage rifle 
#4-251 Swabbing — empty magazine 

#4-252 Swabbing - .22 caliber cartridges 

#13-52 Known blood, N. Lanza 

#14 Swabbing from liver — A. Lanza 


RESULTS OF EXAMINATION: 


1. А swabbing was taken from submission #3, designated item #3-G1 (swabbing — both sides 
of envelope flap). DNA was previously extracted and analyzed from items #13-52 and #14-G1 
(see DNA Report dated 02/01/13). DNA was extracted from items 942-181, 92-152, #2-153, 
82-184, #2-2S1, 42-382, #2-4S1, #3-G1, #3-51, 83-52, #4-151, #4-1S2, #4-251, and #4-252. 
DNA was purified according to standard laboratory protocols. 


2A. Extracted material obtained from items #2-1$1, 92-152, 82-153, 42-184, 12-281, 82-352, 
#2-4S1, #3-G1, #3-S1, 43-S2, #4-1S1, #4-1S2, 84-251, and #4-252 was amplified by the 
AmpFISTR Identifiler procedure as described in laboratory protocols. STR alleles were 
separated and detected by standard laboratory protocols. Insufficient amplification products were 
detected from items 94-151, 84-152, and #4-2S1 to generate DNA profiles, therefore, no 
comparisons could be made for these items. 
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SUPPLEMENTAL DNA REPORT 


RESULTS OF 
EXAMINATION 
CONTINUED: 





2B. The following results were obtained on the amplified items: 
Identifiler Alleles Detected 


0351358 


2-181 9,10,11,* » | 14, > 16, | 6,7,9,9.3 11,12,* 9,10,11, 17,18,19, 
12,13 24 
2-153 8,10,11, 28,30, 8,10,11, | 8,10,11,12 mE ЖЫН 10,12,13,* | 11,12,13,* | 17,19,23, 
12, " ,14, sen 12 18,* 24 
2-184 Te 12, | 28,30,31, | 8,9,10,11, | 10,11,12 | 15,16,17, | 6,7,9,9.3 11,12,13 ыз 17,19,24 
13, = aa 31.2 ~ = 
| 2251 | 


2-352 TR ai "Wein = se 053 БЕГЕН — aid 
13,14,15 


* = additional minor peak(s) detected. МК = № Results. 
























2-152 
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SUPPLEMENTAL DNA REPORT 


RESULTS OF 
EXAMINATION 
CONTINUED: 


Identifiler Alleles Detected 
2195433 NS A 55818 


15. 2, * —H * Lum * = — | 24 
| 11,12 | 
14.2,15,15.2 17, 18° 16 183 13, 14° 24, 25° 
БЫЛЬ ыы Е IA JE 3 
pu 1620? | + et * a ы 
















18, * 14 
| к | X | * | NR | 
set ы = 39] іы 
Оза | ne | 1&7 | ato | NR | XY | n | NR | 
Css | ви лш pour px AC 
A ыз E lE | х | п RO 






sa [м Гир | en ] XY | v | 29023 . 


* = additional minor peak(s) detected. NR = № Results. 


3. Items 42-151, 42-162, 82-153, 82-154, 82-251, 82-352, #2-451, #3-G1, #3-S1, #3-S2, #4- 
151, 44-152, #4-2S1, #4-282, and #13-52 were consumed in testing. Submissions #3 and #14 
were returned to the submitting agency. 


CONCLUSIONS: 


4. Тһе results demonstrate that item #2-1S1 (swabbing — forearm of rifle) is a mixture. 

A. Lanza (submission #14) is included as a contributor to the DNA profile from item #2-1S1. 

The expected frequency of individuals who could be a contributor to the DNA profile from item 

#2-151 is approximately 1 in 81,000 in the African American population, approximately 1 in 

6,900 in the Caucasian population, and approximately 1 in 13,000 in the Hispanic population. 
N. Lanza (item #13-52) is eliminated as a contributor to the DNA profile from item 

82-181. 
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SUPPLEMENTAL DNA REPORT 


CONCLUSIONS 
CONTINUED: 


5. The results eliminate N. Lanza (item #13-52) and A. Lanza (submission #14) as the source 
of the DNA profiles from items #3G1 (swabbing — both sides of envelope flap), #3-S2 
(swabbing — adhesive side of stamp), and #4-252 (swabbing - .22 caliber cartridges). 


6. М. Lanza (item #13-S2) and A. Lanza (submission #14) are eliminated as contributors to 
the DNA profiles from items 92-152 (swabbing — trigger of rifle), 82-153 (swabbing — pistol grip 
of rifle), 42-154 (swabbing — shoulder stock of rifle), #2-2S1 (swabbing — cartridge “chambered 
round”), 82-352 (swabbing — feed area and side of magazine), 42-451 (swabbing — cartridges 
from magazine), and #3-S1 (swabbing — both sides of Christmas Card). 


7. The DNA profiles from items #3G1 (swabbing — both sides of envelope flap) and 94-252 
(swabbing - .22 caliber cartridges) were searched against the Connecticut and National DNA 
Databases. On January 7, 2013, a hit was obtained with the Convicted Offender DNA profile 
from New York State Police Investigation Center DB #NY10011106A (see Hit Notification 
dated 01/18/2013). No matching profiles were found for item 84-252. These profile results will 
be searched periodically. If another suspect is developed, please notify the examiner as soon as 
possible. 


This report reflects the test results, conclusions, interpretations, and/or the findings of the 
analyst as indicated by their signature below. 


_ DAN 


Steven E. Bryant (Technical Reviewer) 
Forensic Science Examiner 1 Forensic Science Examiner 1 
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DEP STATE OF CONNECTICUT. DEPARTMENT OF PUBLIC SAFETY. 
I „= INVESTIGATION REF  :T (DPS-302-E) (REVISED 2/3/06) 


Report #: 1200705354 - 00122631 
Report Type: Initial Report: ГЛ Prosecutors Report: O Supplement: М Re-open: O Assist O Closing: O 
Attachments: Statements: ГІ Teletype: [] Photos: О Sketchmap: O Evidence: 0 Other: М 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME | PRIMARY OFFICER BADGE NO |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. RUPSIS, STEVEN A. 





INCIDENT ADDRESS APARTMENT NO TOWN CD | 
00036 Yogananda St Newtown 06482 | 


АСТ!ОМ ТАКЕМ: 


Оп Wednesday, 05 June 2013, | received a five page Supplemental DNA Report from the Forensic Laboratory. 


The report has the following "AGENCY CASE #:": 
"СЕ512-00 704 597 (WDMCS)" 

"CFS12-00 711 626 (WDMCS)" 

"CFS12-00 705 354 (EDMCS)" 

"12-17618 (ОСМЕ)" 

"12-17626 (OCME)" 


This report refers to Laboratory Case #: 1012-002105. 


'CFS12-00 771 626' is not related to the above other cases. Item £3 in the report, an Envelope with stamp & "letter to SHEH", was 
submitted relative to CFS12-00 771 626. Items #3-S1 and 3-S2, were created from item 3 at the forensic laboratory and are releated to this case. 
The complete lab report is attached to reports under CFS 12-00 704 597 and CFS 12-00 705 354. 


ATTACHMENT / MAJOR CRIME TAB: 
Five page laboratory report / -00 122 629 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 





INVESTIGATOR SIGNATURE: INVESTIGATOR 1.0.#: [REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.D.%: 
/TFC STEVEN A RUPSIS/ | 1260 06/05/2013 03:42 pm 06247 /SGT JEFFREY T COVELLO/ 0167 
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STATE OF CONNECTICUT 


DEPARTMENT OF 
EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 






DIVISION OFSCIENTIFIC SERVICES 





Guy M. Vallaro, Ph.D. 
Division Director 


DNA SECTION 
SUPPLEMENTAL DNA REPORT 


LABORATORY CASE #: ID12-002105 


SUBMITTING AGENCY: CSP - WDMCS 
452B Bantam Rd 
Litchfield, СТ 06759 


CSP - EDMCS 
C O PY 401 West Thames St 
Norwich, CT 06360 


Office of the Chief Medical Examiner 
11 Shuttle Rd 
Farmington, CT 06032 


AGENCY CASE #: CFS12-00704597 (WDMCS) 
CFS12-00711626 (WDMCS) 
CFS12-00705354 (EDMCS) 
12-17618 (OCME) 
12-17626 (OCME) 


TOWN OF INCIDENT: Newtown, CT 

DATE OF REQUEST: 01/04/13 

DATE OF REPORT: 05/23/13 

REPORT TO: Commanding Officers of above 


Dr. H. Wayne Carver, II 





EVIDENCE EXAMINED: 


82-181 Swabbing — forearm of rifle 

82-182 Swabbing - trigger of rifle 

82-183 Swabbing — pistol grip of rifle 

282-184 Swabbing — shoulder stock of rifle 

32-281 Swabbing — cartridge “chambered round" 
#2-382 Swabbing — feed area and side of magazine 
#2-451 Swabbing — cartridges from magazine 


278 Colony Street, Meriden, Connecticut 06451 
Phone (203) 639-6400 Fax (203) 639-6485 


An Affirmative Action / Equal Opportunity Employer 
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SUPPLEMENTAL DNA REPORT 


EVIDENCE EXAMINED 
CONTINUED: 


#3 Envelope with stamp and “letter to SHES” 
#3-S1 Swabbing — both sides of Christmas Card 
#3-S2 Swabbing — adhesive side of stamp 

#4-1S1 ^ Swabbing— bolt of .22 caliber Savage rifle 
#4-152 Swabbing — trigger of .22 caliber Savage rifle 
#4-281 Swabbing — empty magazine 

#4-282 Swabbing - .22 caliber cartridges 

#13-52 Known blood, N. Lanza 

#14 Swabbing from liver — A. Lanza 


RESULTS OF EXAMINATION: 


1. А swabbing was taken from submission #3, designated item #3-G1 (swabbing — both sides 
of envelope flap). DNA was previously extracted and analyzed from items #13-52 and #14-G1 
(see DNA Report dated 02/01/13). DNA was extracted from items 42-181, 42-182, #2-153, 
12-154, #2-2S1, #2-352, 922-481, #3-G1, #3-S1, 13-52, 14-181, 24-182, #4-2S1, and #4-252. 
DNA was purified according to standard laboratory protocols. 

2A. Extracted material obtained from items 42-181, 82-152, 12-183, #2-184, 42-281, 82-382, 


82-481, #3-G1, #3-S1, 3-82, #4-1S1, #4-152, Я4-251, and 44-252 was amplified by the 
AmpFISTR Identifiler procedure as described in laboratory protocols. STR alleles were 


separated and detected by standard laboratory protocols. Insufficient amplification products were 


detected from items #4-1S1, Я4-152, and #4-2S1 to generate DNA profiles, therefore, no 
comparisons could be made for these items. 
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SUPPLEMENTAL DNA REPORT 


RESULTS OF 
EXAMINATION 
CONTINUED: 


2B. The following results were obtained on the amplified items: 


Identifiler Alleles Detected 
0881179 


2-181 9,10,11,* | 10,11,12, | 14,15,16, | 6,7,9,93 | 1112, | 9,10,11, | 17,18,19, 
13 18 12,13 24 
2-182 ,10,13, * 20,23,24 
8,10,11, 28,30, 8, o 11, | 8,10, NN 12 NR 15,16, | 5,6,9,9.3, Nd NM 12,13,* 
12,13,14, | 312,322, 18,* 
15 * 
81112, | 28,30,31, | 8,9,10,11, | 10,11,12 | 15,16,17, | 679,93 | 11,12,13 94112, 13 | 17,19,24 
13, lá = LL 2 ss 18,* 


| 2281 . | à | хк | NR | NR | * | 
























11,12,13,* | 17, e 


















uper or тен: ИВ 
assi da ош pus | s [es [ito | po | HA 


ШЕК БЕН БЕСТЕН ea pm 
| 67 | 1,2 | 1213 | 17 | 


* = additional minor peak(s) detected. NR = No Results. 
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SUPPLEMENTAL DNA REPORT 


RESULTS OF 
EXAMINATION 
CONTINUED: 


Identifiler Alleles Detected 
13,16,17, XY 11 m 13, 
А 18,20,21,* 33 24. 
‚14, * 
14,2,15,15.2 17, 18 16,18,* 13,14 24,25 
e oa m 20, +. жом + am cA * 


| 2281 | 




















195433 
12,13,14,15, 
15,2, 









8,10,11,12 























2-382 12, dime 14 14, omg 17, EL 13,15, ão ia As 13, — Ni 24 
NE ш E 
2-451 











| 382 | B | 1607 | юп | эл | x | и | * | 
| 4282 | 14142 | 1718 | 8 | рз | x | 10H | 202 | 


* = additional minor peak(s) detected. NR = No Results. 







3. Items #2-151, 42-182, 42-183, 42-184, #2-251, 12-382, #2-451, #3-G1, #3-S1, #3-S2, #4- 
151, 24-182, #4-281, 14-282, and #13-52 were consumed in testing. Submissions #3 and #14 
were returned to the submitting agency. 


CONCLUSIONS: 


4. Тһе results demonstrate that item #2-1S1 (swabbing — forearm of rifle) is a mixture. 

A. Lanza (submission #14) is included as a contributor to the DNA profile from item #2-1S1. 

The expected frequency of individuals who could be a contributor to the DNA profile from item 

#2-1S1 is approximately 1 in 81,000 in the African American population, approximately 1 in 

6,900 in the Caucasian population, and approximately 1 in 13,000 in the Hispanic population. 
N. Lanza (item #13-52) is eliminated as a contributor to the DNA profile from item 

#2-1S1. 
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SUPPLEMENTAL DNA REPORT 


CONCLUSIONS 
CONTINUED: 


5. The results eliminate N. Lanza (item #13-S2) and A. Lanza (submission #14) as the source 
of the DNA profiles from items #3G1 (swabbing — both sides of envelope flap), #3-S2 
(swabbing — adhesive side of stamp), and #4-2S2 (swabbing - .22 caliber cartridges). 


6. М. Lanza (item #13-52) and A. Lanza (submission #14) are eliminated as contributors to 
the DNA profiles from items 82-152 (swabbing — trigger of rifle), 42-183 (swabbing — pistol grip 
of rifle), 42-184 (swabbing — shoulder stock of rifle), 82-251 (swabbing — cartridge “chambered 
round"), 82-352 (swabbing — feed area and side of magazine), 42-481 (swabbing — cartridges 
from magazine), and #3-S1 (swabbing — both sides of Christmas Card). 


7. The DNA profiles from items #3G1 (swabbing — both sides of envelope flap) and #4-252 
(swabbing - .22 caliber cartridges) were searched against the Connecticut and National DNA 
Databases. On January 7, 2013, a hit was obtained with the Convicted Offender DNA profile 
from New York State Police Investigation Center DB #NY10011106A (see Hit Notification 
dated 01/18/2013). No matching profiles were found for item #4-2S2. These profile results will 
be searched periodically. If another suspect is developed, please notify the examiner as soon as 
possible. 


This report reflects the test results, conclusions, interpretations, and/or the findings of the 
analyst as indicated by their signature below. 


= 


© 1. Carita (Analyst) Steven E. Bryant (Techrfical Reviewer) 
Forensic Science Examiner 1 Forensic Science Examiner 1 
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FEN STATE OF CONNECTICUT. DEPARTMENT OF PUBLIC SAFETY- Page 1 of 1 
a INVESTIGATION REP. Г (DPS-302-E) (REVISED 2/3/06) 


Report #: 1200705354 - 00124245 
Report Type: Initial Report: Г1 Prosecutors Report: D Supplement: М Re-open: O Assist D Closing: 0 
Attachments: Statements: [0 Teletype: ГІ Photos: О Sketchmap: O Evidence: Г] Other: М 


INCIDENT ADDRESS 
00036 Yogananda St Newtown 06482 





ACTION TAKEN: 
On Wednesday, 05 June 2013, | received the attached four page laboratory report regarding this case. 


ATTACHMENT/MAJOR CRIME TAB 
Four page Lab Report / -00 124 243 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY МЕ. 





INVESTIGATOR SIGNATURE: INVESTIGATOR 1.0 | REPORT DATE: SUPERVISOR SIGNATURE | SUPERVISOR 1.0.#: 
/TFC STEVEN A RUPSIS/ | 1260 06/07/2013 10:25am 093567 JEFFREY T COVELLO/ 0167 
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STATE OF CONNECTICUT 


DEPARTMENT OF 
EMERGENCY SERVICES and PUBLIC PROTECTION 
DIVISION OF SCIENTIFIC SERVICES 






DIVISION OF SCIENTIFIC SERVICES 





Guy M. Vallaro, Ph.D. 
Division Director 


DNA SECTION 
SUPPLEMENTAL DNA REPORT II 


LABORATORY CASE #: ID12-002105 


SUBMIITING AGENCY: CSP - WDMCS 
452B Bantam Rd 
Litchfield, CT 06759 


CSP - EDMCS 
401 West Thames St 
Norwich, CT 06360 


Office of the Chief Medical Examiner 
11 Shuttle Rd f 
Farmington, CT 06032 


AGENCY CASE #: CFS12-00704597 (WDMCS) 


CFS12-00705354 (EDMCS) 
12-17618 (OCME) 
12-17626 (OCME) 


TOWN OF INCIDENT: Newtown, CT 

DATE OF REQUEST: 02/28/13 

DATE OF REPORT: 05/29/13 

REPORT ТО; Commanding Officers of above 


Dr. Н. Wayne Carver, II 





EVIDENCE EXAMINED: 


44-184 Swabbing- left side of stock area 
#4-155 Swabbing — handle area ofrifle 
#4-156 Swabbing — forend area of rifle 


#40 Swabbing from “drivers exterior front door handle” 
#41 Swabbing from “drivers exterior rear door handle” 

#42 Swabbing from “passengers exterior front door handle” 
#43 Swabbing from “passengers exterior rear door handle” 


278 Colony Street, Meriden, Connecticut 06451 
Phone (203) 639-6400 Fax (203) 639-6485 
An Affirmative Action / EquesApportunity Employer 
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| Page 2 
SUPPLEMENTAL DNA REPORT II 
EVIDENCE EXAMINED 
CONTINUED: 
#44 Swabbing from “drivers side front interior door handle” 
#45 Swabbing from “drivers side rear interior door handle” 
#46 Swabbing from “passenger side front interior door handle” 
#47 Swabbing from “passenger side rear interior door handle” 
#13-S2 Known blood, N. Lanza 
#14 Swabbing from liver— A. Lanza 


RESULTS OF EXAMINATION: 


1. DNA was previously extracted and analyzed from item #13-S2 and submission #14 (see 
DNA Report dated 02/01/13). DNA was extracted from items #4-154, #4-155, 84-156, 
submissions #40, #41, #42, #43, #44, #45, #46, and #47. DNA was purified according to 
standard laboratory protocols. 

2A. Extracted material obtained from items #4-1S4, #4-1S5, #4-156, submissions #40, #41, 
#42, #43, #44, #45, #46, and #47 was amplified by the AmpF/STR Identifiler procedure as 
described in laboratory protocols. STR alleles were separated and detected by standard 
laboratory protocols. Insufficient amplification products were detected from submissions #42, 
#43, #44, #45, #46, and #47 to generate DNA profiles, therefore, no comparisons could be made. 


for these items. 
2B. The following results were obtained on the amplified items: 


Identifiler Alleles Detected 


D78820 
$T 
16 RES сав ше: кы 











0851179 | D21S11 






































4-185 8, 13 
4-156 minimi al 16,172 
pera NAR NE ES O T NR 





6,7 9,11 12,13 
| 6,7 11,12 12,13 


* = additional minor peak(s) detected. NR = No Results. 
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SUPPLEMENTAL DNA REPORT I 


RESULTS OF 
EXAMINATION 
CONTINUED: 


Identifiler Alleles Detected 


Item? | 1195433 See Eu. == лм ог re — 
Ces $e ee г 
LN сак Гмм NR 


EE E AG тшш ше 
Ек 18 a us [x 11,12 21,23 
13,152 


* = additional minor peak(s) detected. МЕ = No Results. 










































3. Items Я4-154, 44-155, #4-156, submissions #40, #41, #42, #43, #44, #45, #46, and #47 
were consumed in testing. 


CONCLUSIONS: 


4. The results are consistent with item #4-1S4 (swabbing — left side of stock area) being a 
mixture. A. Lanza (submission #14) is included as a contributor to the DNA profile from item 
#4-1S4. The expected frequency of individuals who could be а contributor to the DNA profile 
from item #4-1S4 is less than 1 in 7 billion in the African American, Caucasian, and Hispanic 
populations. | 

N. Lanza (item #13-52) is eliminated as а contributor to the DNA profile from item 


Я4-154. 


5. The results demonstrate that item 24-186 (swabbing — forend area of rifle) is а mixture. 
The results are consistent with a laboratory staff member being included as a contributor to the 
DNA profile from item 94-156. 

A. Lanza (submission #14) cannot be eliminated as a contributor to the DNA profile from 
item #4-156. The expected frequency of individuals who cannot be eliminated as a contributor 
to the DNA profile (at loci D21811, 2135317, D195433, YWA, ТРОХ, and 055818) from item 
#4-156 is approximately 1 in 9,000 in the African American population, approximately 1 in 640 
in the Caucasian population, and approximately 1 in 1,100 in the Hispanic population. 

N. Lanza (item #13-52) is eliminated as a contributor to the DNA profile from item 
#4-156. 
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Page 4 
SUPPLEMENTAL DNA REPORT II 


CONCLUSIONS 
CONTINUED: 


6. The results eliminate N. Lanza (item #13-52) and A. Lanza (submission #14) as the source 
of the DNA profiles from item #4-1S5 (swabbing — handle area of rifle), submissions #40 


(swabbing from “drivers exterior front door handle”), and #41 (swabbing from “drivers exterior 
rear door handle"). 


This report reflects the test results, conclusions, interpretations, and/or the findings of the 
analyst as indicated by their signature below. 


iJ. Carita (Analyst) Kristin M. Sasinouski а echnical Reviewer) 


/ Forensic Science Examiner 1 Forensic Science Examiner 1 
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REVIEW OF NANCY LANZA'S CELLULAR TELEPHONE RECORDS 


On Tuesday May 14, 2013 at approximately 1330 hours this writer teviewed Nancy Lanza's cellular telephone 
records. The records were sent to me via email from Detective Alison Peters of the Western District Major Crime 


Squad fot my review. 


The records detail the activity on Ms. Lanza's Apple iPhone Model 4-5 with the telephone number: CERCHI. 


The records indicate among other things that: 


e The lastincoming telephone was on December 11, 2012 at 11:18 PM from 03 04 
е 


The last outgoing telephone call from Ms. Lanza’s telephone was to ЕИ on December 13, 2012 at 
1:31 PM to mm 


e The last text message activity was a message sent to 03 04 on December 14, 2012 


at 12:33 AM. 


(SEE ATTACHED 207 PAGE PRINT OUT) 



















CASE STATUS | il TYPE OF EXCEPTIONAL CLEARANCE 
1 ACTIVE D 4 EXCEPTIONAL CLEARANCE | C A OFFENDER DECFASED O VICTIM UNCOOPERATIVE 
2 CLEARED BY ARREST ІП 6 NOGRIMINALASPECT | C В PROSECUTION DECLINED © JUVENILE - NO CUSTODY 







D 3 SUSPENDED D F FUGITIVE ¡8 С EXTRADITION DECLINED 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 


SUPERVISOR LD. & 
0229 























APPROVAL DATE: 


nt 5 











NVESTIGATOR LD # | REPORT DATE: 


0772 May 14, 2013 
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SGT. FORREST В. RUDDY 
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Answering Machine Audio Recording 
Home Phone of 36 Yogananda St. Sandy Hook, CT 


Action Taken: On Saturday, December 15, 2012 at approximately 0215 hours I played and 
simultaneously recorded the messages left on the house telephone answering machine 
located in the first floor office/den of 36 Yogananda Street Sandy Hook, Connecticut. 


The messages were digitally recorded, using an Olympus W5200 PC digital 
recorder. The recording was subsequently transferred to a Maxell CD-R, which was 
secured in evidence as item #96. Additional copies were produced with one copy 


attached and one copy stored at Eastern District Major Crime Headquarters, located in 
Norwich, Connecticut. 


The home telephone number listed for Nancy Lanza of 36 Yogananda Street in 
Sandy Hook, Connecticut is (203) 426-8167. 


Several of the messages left have irregularities or inaudible portions in the 
messages. The recording is consistent with how the answering machine played at the 
time of recording. The stated day and time is the automated voice of the answering 
machine 
The following is a list of messages: 

Friday 11:48 am State Police LT. Brown 
1:07pm ЕЙ calling for Nancy 
1:20pm CBS News 


1:50pm Ryan asking his mom to call him 


2:19pm Female voice sending condolences to the family 
2:21pm Female voice left phone number (Possible reporter) 
2:27pm CNN News 










CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| x| 1-АСТІМЕ [ | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT 
| | 3-SUSPENDED | F-FUGITIVE Г | 


| | B-PROSECUTION DENIED E-JUVENILE-NO CUSTODY 
C-EXTRADITION DENIED 
THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR {2} INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 




























FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE AFTAGHED REPORT. THAT THE REPORT 15 AN ACCURATE STATEMENT OF THE INFORMATION SO 


RECEIVED BY МЕ. 
INVESTIGATOR ID. | REPORT DATE dap" NATURE APPROVAL DATE 
550 01-29-13 fz Tune? rye 245 > 
£ = 


NVESTIGATOR SIGNATURE 
06446 














AD CZ, 
Det. Daniel E adi 
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Friday 2:33pm 
2:38pm 
2:39pm 
2:41pm 
2:45pm 
2:51pm 
2:55pm 
2:55pm 
2:56pm 
2:58pm 
3:03pm 


3:08pm 


3:12pm 
3:17pm 
3:26pm 
3:33pm 
3:38pm 


3:56pm 


CASE STATUS: 


4-EXCEPTIONAL CLEARANCE 


| x| 1-ACTIVE || 
| | 2-CLEAREDARREST | | 6-NO CRIMINAL ASPECT 
| | 3-SUSPENDED | | F-FUGITIVE 


REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
INITIAL CONTINUATION STATEMENTS 
SUPPLEMENTARY IMAGE/PHOTOGRAPHS 
RE-OPEN SKETCH MAP 
ASSIST EVIDENCE 
CLOSING TELETYPE 
OTHER 
No message 
Huffington Post 


Male voice “Your sons a pussy” 

Јо YATE (байра theorist) 

Reporter from Washington 

No message 

Male looking for Adam, inaudible (possible reporter) 
Male voice “Hello. Hello, hello 

Star Ledger reporter 

Newark reporter 

Male voice “Shitty ass parents...” 


Automated message for a text to land line service @ Же 
unknown text message 


“Nancy this is mom...” 

Male voice inaudible 

Reporter inaudible 

no message 

Male voice “Is this the motherfucker who killed those kids” 


Headline News 


TYPE OF EXCEPTIONAL CLEARANCE: 
A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | C-EXTRADITION DENIED 








THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: LAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER, 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF {1} MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 


FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT iS AN ACCURATE STATEMENT OF THE INFORMATION SO 


RECEIVED BY ME. 


PRG 01-29-13 
Det. Daniel Сагы 24-222 | 550 01-29-13 


ЖЖ 
A к) 
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Friday 3:56pm Fox 29 News Philadelphia 
4:04pm Female voice inaudible 


4:15pm Inaudible 


4:28pm Dr. Phil Show 
4:45pm Male voice inaudible 
5:04pm Inaudible 


5:12pm ABC News 

5:47pm Television show inaudible name 

5:50pm No message 

7:27pm Inaudible 

8:03pm Male voice inaudible 

8:19pm for Peter Lanza 

9:59pm Inaudible 

10:30pm Male voice “Your son deserves to be dead” 
Saturday 12:36am Inaudible 


2:11am Inaudible 


END OF MESSAGES 









CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| x| ACTIVE | | +EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIMUNCOOPERATIVE | 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 


RECEIVFD BY ME. 
RE APPROVAL DATE 
RR i . 





































INVESTIGATOR 5540) = NUESTIGATORTD. | REPORT DATE 
Р lan 


Det. Daniel Cargill “/ 
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Post Mortem 


Fingerprint Identification 
SPBI Middletown 


Nancy Lanza 


Action Taken: On Thursday, December 20, 2012 Det. Payette and I provided SPBI 
Fingerprint Supervisor Paul Mounts with the post mortem fingerprints of the deceased 
believed to be Nancy Lanza DOB: 09-06-60. The Connecticut State Police Bureau of 
Identification — Fingerprint Unit positively identified that post mortem fingerprints 
provided as belonging to Nancy Lanza. See attached Certificate of Identification 
completed by SPBI Supervisor Paul Mounts. 


On Friday, December 21, 2012 a copy of the Certificate of Identification was 
delivered to the Office of the Chief Medical Examiner's Office by Det. Payette. 


Attachment: Certificate of Identification 


Case Status: OPEN | 















CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


| x] 1-АСТІМЕ | | 4-EXCEPTIONAL CLEARANCE | | | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT, OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT 15 AN ACCURATE STATEMENT OF THE INFORMATION SO 


"CEIVED BY ME. 
INVESTIGATOR 10. REPORT DATE pre APPROVAL DATE 
— Ж 
0 01-03-12 g 245 


ESTIGATOR SIGNATURE 
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Certificate of Identification 


DATE: December 20, 2012 


REQUESTED BY: Detective Daniel Cargill 
Eastern District Major Crime Squad 
Connecticut State Police 


SERVICES PERFORMED: 


Detective Cargill delivered a set of post mortem fingerprints in a sealed manila evidence 
envelope with case number CFS-12-00705354 for comparison and examination in order 
to confirm a tentative identification of a Nancy Lanza with a date of birth of 9/6/60. After 
a check of the Master Name Index it was determined that a set of fingerprints were on file 
for a Nancy Lanza with a date of birth of 9/6/60. The State Identification Number 
associated with Lanza is 30199194. This set of fingerprints was pulled from the file for 
comparison. 


I and State Police Identification Technician 1 Kimberly Myers examined the ridge 
characteristics of both the post mortem fingerprints and the fingerprints associated with 
State Identification Number 30199194 to determine the number and similarity of the 
characteristics as well as to determine if they occupied the same relevant position and 
area in each fingerprint. 


This examination proved that both sets of fingerprints were made by the same individual. 


EXAMINATION PERFORMED BY; Paul MN de” 


Fingerprint Unit Su r | | 
Kimberly MU | 


State Police Identification Technician 1 


Phone: (860) 685-8480 Fax: (860) 685-8361 
1111 Country Club Road 
Middletown, CT 06457-2389 
An Equal Opportunity Employer 
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Supplemental Report 


Paperwork regarding rifles/handguns . 


ACTION TAKEN: Оп 12-14-12, The Newtown Police Department, along with Troopers 
from Troop A in Southbury responded to the school shooting at the 
Sandy Hook School in Newtown (CFS12-00704559). As a result of 
that investigation, ESU responded to the suspects (ADAM LANZA) 
residence at 36 Yogananda St., in Sandy Hook where Lanza's mother 
Nancy Lanza, was found deceased. The Connecticut State Police — 
Central District Major Crime Squad completed numerous search 
warrants for the residence, and The Connecticut State Police — 
Eastern District Major Crime Squad was requested and assigned the 
investigation at 36 Yogananda St., in Sandy Hook, CT (see 
supplemental Reports, and Search Warrant Reports for details). 


During the search, the following items, among many others, were located 
and seized: 


ltem #77 - One blue folder labeled, “Guns” containing various 
receipts, paperwork, “Sale and Transfer of all Firearms” 
form, and other firearm related paperwork, forms and 
notes in the name of Nancy Lanza seized from inside 
bankers box on floor in office/study, first floor main level, 
36 Yogananda St., Sandy Hook. 


Item #81 - One piece of paperwork titled, “Connecticut Gun 
Exchange Glock 20SF 10MM FS 15RD FC” dated 12-21- 
11, seized from top drawer of cabinet in office/study, first 
floor main level, 36 Yogananda St., Sandy Hook. | 


Upon reviewing the above listed items, | made the following observations: 
- The Savage MKIIF .22 caliber rifle (Item #21) was purchased by 
Nancy J. Lanza from the Connecticut Gun Exchange in Monroe, CT 
on 10-26-11. 
- A Sig Sauer P226 9mm pistol, SN UU676027, was purchased by 
Nancy Lanza from Riverview Sales in East Windsor on 03-16-11. 
CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 


А ACTIVE П 4 EXCEPTIONAL CLEARANCE П A OFFENDER DECEASED С VICTIM UNCOOPERATIVE 
О 2 CLEARED BY ARREST О 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED D JUVENILE - NO CUSTODY 
O 3 SUSPENDED О Е FUGITIVE D С EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 


CER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
THE PERSON 












OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


NATURES | INVESTIGATOR 1.0.# | REPORT DATE: R SUPERVISOR LD. # 
thy 
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- А Bushmaster ХМ15 rifle, SN 1534858, was purchased by Nancy 
Lanza from Riverview Sales in East Windsor on 03-28-10. 

- A Glock 20SF 10mm pistol, SN SMA461, was purchased by vanity 
Lanza from Connecticut Gun Exchange in Monroe on 12-22-11. 

- A Saiga converted 12ga shotgun, SN H08402282, was purchased 
online and transferred to Nancy Lanza from Arms and Munitions in 
Monroe, CT On 04-10-10. | 


*** See attached copies of the above listed items for details. 


CASE STATUS: The case remains active. 


: CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 

. 1 ACTIVE D 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 

O 2 CLEARED BY ARREST П $ NO CRIMINAL ASPECT С B PROSECUTION DECLINED, O JUVENILE - NO CUSTODY 

D 3 SUSPENDED D F FUGITIVE С C EXTRADITION DECLINED 

THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER ОҒ THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 

NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 

OTHER MEMBERS OF MY POLICE OEPARTEENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
THE PERSON OR PERSO MED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
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F.B.I. INFORMATIONAL MEETING 


On Thursday July 25, 2013 at approximately 1000 hours this writer met with Special Agent Michael С. Zuk at the 
Federal Buteau of Investigation office located at 1000 Lafayette Street Bridgeport, CT. At that time he allowed me 
to teview the investigative reports related to Nancy Lanza and het family. The information I reviewed was 
consistent with the information developed in my investigation. 


S.A. Zuk said he would email me copies of the reports that were apptoved for release to the public. 





CASE STATUS 





TYFE OF EXCEPTIONAL CLEARANCE 


ACTNE — D 4 EXCEPTIONAL CLEARANCE О A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
E 2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT O B PROSECUTION DECLINED m JUVENILE - NO CUSTODY 
D 3 SUSPENDED O F FUGITIVE П С EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVES ATIGA TOR HAVING BEEN Dut Y SWORN, DEPOSES AND SAYS THAT: FAN THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 

NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME BY 

"THER MEMBERS OF MY POLKCE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
0 A q OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
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FEDERAL BUREAU OF INVESTIGATION 


MICHAEL G. ZUK 


SPECIAL AGENT 
SAFE STREETS TASK FORCE COORDINATOR 





1000 LAFAYETTE BOULEVARD OFC: (203) 777-6311 
SUITE 206 CELL: (203) 313-7455 
BRIDGEPORT, CONNECTICUT 06604 michael.zuk Gic.fbi.gov 
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Report Type: Initial Report: Г] Prosecutors Report: [] Supplement: O Re-open: [] Assist O Closing: O 
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CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME |PRIMARY OFFICER BADGE МО |ІМУЕЗТІСАТІМС OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. 0772 BROWN, CLAYTON С. 0039 
INCIDENT ADDRESS APARTMENT NO | TOWN CD 

00036 Yogananda St Newtown 06482 


On 12/14/2012 at approximately 1015 hours | responded to the Sandy Hook Elementary School in the Town of Newtown, CT fora reported active | 
shooter incident. | arrived at the school at approximately 1033 hours and observed a large number of emergency vehicles and emergency personnel 
at the scene. | approached TFC. Paul Macisco #906 and was informed that there was possibly two (2) gunman involved in the shooting incident. Lt. 
Michael Davis #053 was coordinating response efforts in the parking area of the school, which held numerous parked and unoccupied vehicles. 
State and loca! police were conducting searches of the school and evacuating civilian personnel. | directed TFC. Macisco to obtain all of the license 
plate numbers belonging to the parked vehicles and to be observant of any possible secondary incendiary devices in the area. 

1 was approached by the Newtown Police Chief, Michael Kehoe, who reported that there were numerous fatalities within the Sandy Hook Elementary 
School, including both faculty staff and students. Search efforts within the school were ongoing and information suggested that a second gunman 
was possibly in the surrounding area. 

| entered the Sandy Hook Elementary School and was logged into the crime scene ру Newtown Police Officer Lorancaitis. | subsequently observed 
two (2) deceased adult females lying on the floor area within the front lobby of the school in a large pool of blood. | traveled to the left down a 
hallway whereupon | observed a deceased white male, later identified as Adam Lanza {DOB 04/22/1992), lying on the floor of a classroom on the 
left side of the hallway. | then exited the crime scene upon being assigned to assume command of a secondary scene located at 36 Yogananda 
Street in the Town of Newtown. 

During a discussion with Chief Kehoe, | asked if he desired the Connecticut State Police Public Information Office to handle media attention, which 
he then requested and | subsequently contacted Lt. J. Paul Vance #073 to inform him of the request by the Newtown Police Chief. It was 
subsequently determined that the media staging area would be conducted at Tredwell Park located on Philo Curtis Road in the Town of Newtown. 
On 12/14/2012 at approximately 1120 hours TFC. Terry Bellanca #425 and | responded to 36 Yogananda Street in the Town of Newtown. Upon 
arrival we were met by ТЕС. David Gutierrez #1404 and ТЕС. Michael Trotman #617, who had secured a perimeter at the residence along with 
Newtown Police Officers Michael McGowan and John McCluskey. Troopers Gutierrez and Trotman had obtained information regarding the Lanza 








THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: I AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO МЕ BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 
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residence from area neighbors upon conducting an adjacent neighborhood canvass. 
The residence at 36 Yogananda had been secured from entry by any persons and it was unknown if any additional perpetrators and/or victims were 
within the residence. | directed security posts at the intersections of Charter Ridge and Bresson Farms Road, respectively. A media staging area 
subsequently formed at the intersection of Bresson Farms Road and Yogananda Street. The Connecticut State Police Emergency Services Unit 
was contacted for response to the scene for the purposes of entering and searching the residence located at 36 Yogananda Street. 
On 12/14/2012 at approximately 1147 hours І telephoned phone exchange (203) 426-8167, which was assigned to the Lanza residence iocated at 
36 Yogananda Street in Newtown, CT. Upon telephoning the residence | was presented with a voice mail box recorded message. | left a verbal 
message within the residence and identified my rank, name and affiliation with the Connecticut State Police, requesting anyone in the residence to 
answer the phone. There was no answer after a period of time and | subsequently ended the phone call. 
On 12/14/2012 at approximately 1213 hours Sgt. Palen #270 and Sgt. Bartolotta #161, who are members of the Connecticut State Police 
Emergency Services Unit arrived at the scene. The following information was derived from field notes compiled by Sgt. Bartolotta while located at 36 
Yogananda Street. A chronological timeline of events is as follows: | 
1147 Lt Brown called Lanza phone and left message 

«information obtained on suspects: Adam DOB 04/22/92, Ryan DOB 04/10/88 
1213 (ESU) arrive at second scene (36 Yogananda); command post Bresson Farm / Yogananda 

-briefing as to posts/positions/duties for surrounding house/s 
1222 Аюдпа/Копо ЖШ Albert/Avery ЕЕЕ Girard/Lavoy/Cook 
1230 CSP uniformed perimeter released 

-cardboard box observed on front stoop 
1233 (ESU) team moving into better position 
1235 team on house 
1239 team up to front door 
1241 team spying inside/breach set up 
1243 team returning to truck 





1251 reports of live people found at the Sandy Hook Elementary School; Capt Fusaro to return to first scene 
1300 going into the house 
1304 14 


1319 going upstairs 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS АМ ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 
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1325 first floor of residence cleared going up to second floor 
-team to clear garage 


1328 information from SHES is two adults found alive in school nurses office 


1329 team going in through front door to search 
-wil also ОС ЗИ 
1335 team in and on the first floor searching 
1339 first floor secured 
1343 unknown person found on second floor (subjects injuries are fatal) 
1346 ambulance requested to residence for pronouncement 
4354 subject is female-vehicle outside #34 is a silver Ford Escape (213-XGG)-TV on, 
no one inside? ; 
1355 Sgt Palen on phone giving briefing to Captain 
1357 staging medics 


1401 second floor 
1408 second floor 


-tac team sweeping first floor again 

1412 confirmed ambulance/paramedics enroute 

1414 Paramedic Dennis Posila of AMR going inside residence with escort to make pronouncement 
-female in bedroom; shotgun? Found on floor near bed 
-Stamford PD earlier stated no one home at residence of father (Peter?) 
-neighbors called Stamford PD, someone came home, Stamford enroute to 

identify who | | 

1420 attic, first and second floor cleared/secured 

1425 paramedic makes pronouncement 

1428 into basement 

1433 team entering basement 

1437 primary secured, proceeding to secondary 











THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER, 

THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)МҮ PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT-OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY-ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR I.D.#: | REPORT DATE: | SUPERVISOR 1.0: 
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1442 secondary secured 
1446 Central District Major Crime enroute to Yogananda residence 
1453 secondary being re-searched 
-ABC news reporter on scene stating “Ryan” on Facebook, claims he is in NJ 
-confirmed with Troop “L” that DAY is subject in custody @ Newtown PD 
{not Ryan) | 
1459 secondary secured, breaking down perimeter to await CDMC 
1502 FBI DePasquale informed “Ryan” in protective custody w/FBI Trenton? Office 
-UPS arrives to deliver package to 36, active inspection with bomb dog/secured 
1520 FBI SA JR Parelli/Milan Kosanovich & Greenwich PD Robert MeKiernan on 
scene for external security 
1540 both sides of street closed off; new detail personnel arrive (Joe Longo/Cono 
D'Elia) 
1630 Capt O'Hara on scene 
1700 FBI agents for neighborhood canvas arrive (Chris Серик, [ES Dave Ford, 
1735 Sgt John Turner CDMC on scene; walk through conducted with Steve Reif 
1755 CDMC assumes control of scene 


On 12/14/12 at approximately 1600 hours TFC. Bellanca and i cleared the scene at 36 Yogananda Street. This investigative report will conclude any 
further involvement with the investigation and no further action is anticipated and/or contemplated. 






THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF {1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2}NFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR I.D.4 [REPORT DATE: SUPERVISOR 1.0. 
Л.Т CLAYTON С BROWN/ | 0039 08/01/2013 03:17 pm 06500 
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INVESTIGATING OFFICER 


| CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME | PRIMARY OFFICER BADGENO 

[1200705354 12/14/2012 | 19:22 | 12/14/2012 LAMOUREUX, DAVID A. 0772 GOGLUICCI, VINCENT 

| INCIDENT ADDRESS APARTMENT МО | TOWN СО | ТҮРЕ ОЕ EXCEPTIO 
Not Applicable 




















BADGE NO 
0628 























NAL CLEARANCE] CASE STATUS 


| 00036 Yogananda St Newtown 06482 Active 





Aerial Photograph Report 


Date and Time of Investigation: 
Friday, December 14, 2012 at 0941 hours 


Location of Investigation: 
Sandy Hook Elementary School 
12 Dickinson Drive 

Newtown, CT 06482 


Action Taken: 

On Friday, December 14, 2012, at approximately 1630 hours, | was assigned to take aerial photographs of the Sandy Hook Elementary School 
located at 12 Dickinson Drive, Newtown as well as the Lanza residence located at 36 Yogananda Street, Newtown. These aerial photographs were 
needed to aid in the investigation of a shooting at the school earlier that day. 


At approximately 1700 hours, Detective James Nolting # 1022 and | arrived at Oxford Airport and met up with State Police Aviation Unit pilots Sgt. 
James McLain # 220 and TFC William Rochette # 396 and were led to the airfield and boarded the State Police helicopter "Trooper 1." A short time 
later, we were in the air above the school. While circling the area, | took 71 digital color photographs of the Sandy Hook Elementary School and 
surrounding areas. After photographing the school, we flew to the Lanza residence at 36 Yogananda Street and photographed the residence and 
surrounding area. The photographs were taken using a department issued Nikon D300s digital SLR camera with a 16-85 mm f 3.5-5.6 Nikon lens 


INVESTIGATOR LD. |REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.5 
09/05/2013 12:44 pm 06501 /SGT JOSHUA PATTBERG/ 0130 
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and at times, a personally owned Nikon 80-200 mm f 2.8 lens. 


All of the photographs taken depict the Sandy Hook Elementary School, the Lanza residence and surrounding areas. The photographs were taken 
from different angles and at different focal lengths to provide different perspectives of the scene. The photographs were copied to a compact disc 
and sent to the state forensic lab for printing. See attached compact disc containing the above described images. 


Case Status: 
Active 














THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (DMY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT-OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 
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F.B.I. RELEASED REPORTS 


On Monday September 23, 2013 this writer spoke with Special Agent Michael Zuk inquiring about the redacted 


F.B.I. reports for the investigation. He informed me that all reports had been forwatded to Sergeant Joshua 
Pattbetg of the Connecticut State Police. 


At approximately 1334 hours I received an email from F.B.I. Paralegal Marybeth Reardon Miklos. The email 


contained two attachments. The attachments were: (109) pages of the redacted reports and a (5) page letter 
explaining the redaction of the reports. 


I have attached a duplicate copy of the attachments to this report. 






CASE STATUS 













TYPE OF EXCEPTIONAL CLEARANCE 
1 ACTIVE O 4 EXCEPTIONAL CLEARANCE O A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
O 2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT П B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 


O 3 SUSPENDED D F FUGITIVE 





П C EXTRADITION DECLINED 





FROM THE PERSON OR RERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
[ So-8goerven BY МЕ. YA 
R pos ЖЕШ INVESTIGATOR I.D. # | REPORT DATE 
Y 2 
и >. DE UREUX | 0772 September 23, 2013 
DAVID A O! 
СА) 


06503 


Lamoureux, David 


From: Miklos, Marybeth R. [Marybeth.Miklos@ic.fbi.gov] 
Sent: Monday, September 23, 2013 1:33 PM 

To: Lamoureux, David 

Cc: Zuk, Michael G.; Aldenberg, William B. 

Subject: FBI Sandy Hook Documents 


Attachments: FOIA 1218539-000.pdf; NHFO Release Letter.pdf 


Hi Det. Lamoureux ^ 


Sec 13 - Supplemental Reports.pdf 


SA Mike Zuk asked me to forward to you our Sandy Hook documents that were processed under the Freedom of 


Information and Privacy Acts. 


| have attached them to this email, along with ап accompanying letter which explains the exemptions taken. 


Let me know ifyou have any questions, or need anything else, 


MB 


Marybeth Reardon Miklos 
CDC Paralegal 

FBI New Haven 

(203) 503-5086 


marybeth.miklos@ic.fbi.gov 


From: Zuk, Michael G. 

Sent: Monday, September 23, 2013 1:10 PM 
To: Miklos, Marybeth R. 

Subject: Fw: 


MB 


Here is his address. Thanks. 


From: Lamoureux, David < > 
To: Zuk, Michael G. 

Sent: Mon Sep 23 12:31:32 2013 
Subject: 


Hi Mike, 

Please send me a copy of the reports that are clear for release. 
Thanks, 

Dave 
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Detective David A. Lamoureux #772 
Connecticut State Police 

Fastern District Major Crime Squad 

1320 Tolland Stage Road 

Tolland, CT 06084 

Office 860-896-3235 Cellular 860-306-2101 
Fax 860-896-3252 
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U.S. Department of Justice 





Federal Bureau of Investigation 
Washington, D.C. 20535 





July 18, 2013 


New Haven Field Office 
Attention: Marybeth Miklos 
Via Email 


Subject: Sandy Hook Elementary School Shoot 
December 14, 2012 
FOIPA No. 1218539-000 


Dear Ms. Miklos: 


The enclosed documents were reviewed under the Freedom of Information/Privacy Acts (FOIPA), Title 5, United 
States Code, Section 552/552a. Deletions have been made to protect information which is exempt from disclosure, with 
the appropriate exemptions noted on the page next to the excision. In addition, a deleted page information sheet was 
inserted in the file to indicate where pages were withheld entirely. The exemptions used to withhold information are 
marked below and explained on the enclosed Explanation of Exemptions: 


Section 552 Section 552a 

Г (b)(1) М (b)(7)(A) Г (d)(5) 
Г (b)(2) Г (b)(7)(B) Г Ma) 
Г” (6)(3) М (b)(7)(C) Г (Ю(1) 

№ (b)(7)(D) Г (K)(2) 

М (b)(7)(E) Г (k)(3) 
——————— OZ I^ (k)(4) 
Г. (b)(4) Г (b)(8) Г (0(5) 
Г (b)(5) Г (b)(9) [^ (ю/(6) 
м (b)(6) Г (кХ7) 


173 pages were reviewed and 109 pages аге being released. 


E Document(s) were located which originated with, or contained information concerning other Government 
agency(ies) (ОСА). This information has been: 


Г referred to the ОСА for review and direct response to you. 
l^ referred to the ОСА for consultation. The FBI will correspond with you regarding this information when the 
consultation is finished. 


In accordance with standard FBI practice and pursuant to FOIA exemption (b)(7)(E) [5 U.S.C. $ 552 (b)(7)(E)], 
this response neither confirms nor denies the existence of your subject's name on any watch lists. 


For your information, Congress excluded three discrete categories of law enforcement and national security 
records from the requirements of the FOIA. See 5 U.S. C. $ 552(c) (2006 & Supp. IV (2010). This response is 
limited to those records that are subject to the requirements of the FOIA. This is a standard notification that is 
given to all our requesters and should not be taken as an indication that excluded records do, or do not, exist. 
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E have the right to appeal any denials in this release. Appeals should be directed in writing to the Director, Office of 
Information Policy (OIP), U.S. Department of Justice, 1425 New York Ave., NW, Suite 11050, Washington, D.C. 
20530-0001. Your appeal must be received by OIP within sixty (60) days from the date of this letter in order to be considered 
timely. The envelope and the letter should be clearly marked "Freedom of Information Appeal." Please cite the FOIPA 
Request Number assigned to your request so that it may be easily identified. 


Г Тһе enclosed material is from the main investigative file(s) in which the subject(s) of your request was the focus of the 
investigation. Our search located additional references, in files relating to other individuals, or matters, which may or may 
not be about your subject(s). Our experience has shown when ident, references usually contain information similar to the 
information processed in the main file(s). Because of our significant backlog, we have given priority to processing only the 
main investigative file(s). If you want the references, you must submit a separate request for them in writing, and they will 
be reviewed at a later date, as time and resources permit. 


See additional information which follows. 


Sincerely, 


"eU 


David M. Hardy 

Section Chief 

Record/Information 
Dissemination Section 

Records Management Division 


Enclosures 


In response to the Freedom of Information Act request submitted to FBI Headquarters, enclosed is a 
processed portion of the New Haven Field Office File 4-NH-2619946. 
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EXPLANATION OF EXEMPTIONS 
SUBSECTIONS OF TITLE 5, UNITED STATES CODE, SECTION 552 


(D) (А) specifically authorized under criteria established by an Executive order to be kept secret in the interest of national defense or foreign policy 
and (B) are in fact properly classified to such Executive order; 


(b)(2) related solely to the internal personnel rules and practices of an agency; 


(b)(3) specifically exempted from disclosure by statute (other than section 552b of this title), provided that such statute(A) requires that the matters 
be withheld from the public in such a manner as to leave no discretion on issue, or (B) establishes particular criteria for withholding or refers to 
particular types of matters to be withheld; 


(b)(4) trade secrets and commercial or financial information obtained from a person and privileged or confidential; 


(b(5) inter-agency or intra-agency memorandums or letters which would not be available by law to a party other than an agency in litigation with the 
agency; 


(b)(6) ^ personnel and medical files and similar files the disclosure of which would constitute a clearly unwarranted invasion of personal privacy; 


(b)(7) | records or information compiled for law enforcement purposes, but only to the extent that the production of such law enforcement records or 
information ( A ) could be reasonably be expected to interfere with enforcement proceedings, ( B ) would deprive a person of a right to a fair 
trial or an impartial adjudication, ( C ) could be reasonably expected to constitute an unwarranted invasion of personal privacy, ( D ) could 
reasonably be expected to disclose the identity of confidential source, including a State, local, or foreign agency or authority or any private 
institution which furnished information on a confidential basis, and, in the case of record or information compiled by a criminal law 
enforcement authority in the course of a criminal investigation, or by an agency conducting a lawful national security intelligence 
investigation, information furnished by a confidential source, ( E ) would disclose techniques and procedures for law enforcement 
investigations or prosecutions, or would disclose guidelines for law enforcement investigations or prosecutions if such disclosure could 
reasonably be expected to risk circumvention of the law, or ( F ) could reasonably be expected to endanger the life or physical safety of any 
individual; 


(b)(8) ^ contained in or related to examination, operating, or condition reports prepared by, on behalf of, or for the use of an agency responsible for the 
regulation or supervision of financial institutions; or 


(b(9) ^ geological and geophysical information and data, including maps, concerning wells. 
SUBSECTIONS OF TITLE 5, UNITED STATES CODE, SECTION 552a 
(d)(5) information compiled in reasonable anticipation of a civil action proceeding; 


(j)(2) material reporting investigative efforts pertaining to the enforcement of criminal law including efforts to prevent, control, or reduce crime or 
apprehend criminals; 


(K)(1) information which is currently and properly classified pursuant to an Executive order in the interest of the national defense or foreign policy, 
for example, information involving intelligence sources or methods; 


(Ю)(2) investigatory material compiled for law enforcement purposes, other than criminal, which did not result in loss of a right, benefit or privilege 
under Federal programs, or which would identify a source who furnished information pursuant to a promise that his/her identity would be held 


in confidence; 


(K)3) material maintained in connection with providing protective services to the President of the United States or any other individual pursuant to 
the authority of Title 18, United States Code, Section 3056; 


(K(4) required by statute to be maintained and used solely as statistical records; 
(K)(5) investigatory material compiled solely for the purpose of determining suitability, eligibility, or qualifications for Federal civilian employment 
or for access to classified information, the disclosure of which would reveal the identity of the person who furnished information pursuant to a 


promise that his/her identity would be held in confidence; 


(K)(6) testing or examination material used to determine individual qualifications for appointment or promotion in Federal Government service һе 
release of which would compromise the testing or examination process; 


(k)(7) | material used to determine potential for promotion in the armed services, the disclosure of which would reveal the identity ofthe person 
who furnished the material pursuant to a promise that his/her identity would be held in confidence. 


FBI/DOJ 
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FD-1057 (Rev. 5-8-10) 
UNCLASSIFIED 


UREAU OF INVESTIGATION 


Electronic Communication 






FEDERAL 





Title: (О) Agency Checks Date: 12/17/2012 





From: NEW HAVEN 


NH-3 


bo 


Ь7С 
рава ay: [|] 


Sandy Hook Elementary School 

12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. | 

00: NH 





Synopsis: (0) To document agency checks in case file, 


| rr i 


Details: 


{U) NJTTF reports the following databases were checked and were 
negative for Adam Lanza, DOB 04/22/1992, SSN ШЕ ES 


DIA 
b7E 
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UNCLASSIFIED//FOUO 
FEDERAL BUREAU OF INVESTIGATION 


Electronic Communication 






Title: (U) Online investigation - Summary as of Date: 12/28/2012 
12/16/2012 6pm . 


From: NEW HAVEN 


NH-10 TN 


b7C 


Case ID #: [ e] (U) UNSUB(S) 
- Sandy Hook Elementary School 


12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 
00: NH 


Synopsis:  (U//FOUO) An investigative summary as to online 
investigation was provided.to management on 12/16/2012. That summary is 
being recaptured in this communication for the file, 


Details: 


An investigative summary of the initial online investigations 
undertaken following the Sandy Hook School shooting was prepared by SA 
! ‘on 12/16/2012 at approximately 6pm. That summary is 
| recaptured in this communication for the file. Ю7А 


_ TT 9 uide 


Investigative Summary: Social Media/Cyber Matters as of 12/16/12 6:00pm 


1 - Adam Lanza 


UNCLASSIFIED//FOUO 
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UNCLASSIFIED//FOUO iis 
Diis 


Title:  (U) Online investigation - Summary as of 12/16/2012 6pm 






Initially, was identified. Therefore 





were obtained. 








What was learned about Adam: 


UNCLASSIFIED//FOUO 
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UNCLASSIFIED//FOUO b7E 











Title:  (U) Online investigation - Summary as of 12/16/2012 6pm 





For details 


please see the 
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Title:  (U) Online investigation - Summary as of 12/16/2012 6pm 
Be: ГТ 12/28/2012 n 


dq] 
| 


Неге is а synopsis 
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UNCLASSIFIED//FOUO 7C 


TE 
Title: О) Online investigation - Summary as of 12/16/2012 6pm 
Re: 12/28/2012 


Follow-up is being conducted by SA 


a 1] 


A subpoena fo[ “Jana a search warrant were executed. 
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UNCLASSIFIED//FOUO 


Title: (U) Online investigation - Summary as of 12/16/2012 брт 
Re: 12/28/2012 





Subpoenas have been issued, 


sa |, 12/16/12 6:00pm 


%% 
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UNCLASSIFIED 


FEDERAL. BUREAU OF INVESTIGATION 


import Form 


Form Type: С] Date: 01/24/2013 


approved ву: за] 

Lt LE bin 
b6 

Case ID #: [ ] (U) ADAM PETER LANZA | as 


Sandy Hook Elementary School 

12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 

OO: NH 


for forensic imaging and processing] 


Enclosure (8); Enclosed are the following items: 
1. (0) Admin Notes 
2. (0) Case Notes 


| 






Synopsis : (0) 





$$ 


UNCLASSIFIED 
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99; Federal Bureau of Investigation FBI New Haven CART 
"n . 600 State Street 
Digital Evidence Laboratory New Haven, CT 0651 1 
REPORT OF EXAMINATION 
To: New Haven Date: January 23, 2013 


Reference: Communication dated December 14, 2012 


Title; SANDY HOOK ELEMENTARY SCHOOL, 12 DICKINSON ST, SANDY HOOK, ,; 


CT DIA 
| bic 
Date specimen received: December 28, 2012 b7E 


Specimens: 


Request: 


Opinions and Conclusions: 


N/A 


Page 1 of 3 | 
For Official Use Only 
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Summary of Examination: 


Details of Examination: i 


The following derivative evidence was created as a result of this examination: 


Disposition of Evidence: 


AII submitted and derived evidence items were provided to New Haven Evidence 


. Control. The notes of the examination were placed in a 1A folder and will be retained 
with the case file. 


Page 2 of 3 
| For Official Use Only 
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Examiner: 
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UNCLASSIFIED//FOUO 


FEDERAL BUREAU OF INVESTIGATION 
` Date of entry 02/27/2013 


LAW ENFORCEMENT SENSITIVE b7?A 
This information is the property of the FBI and may be distributed to state, tribal, or b6 
local government law enforcement officials with a need-to-know. Further distribution 
without FBI authorization is prohibited. Precautions should be taken to ensure this 
information is stored and/or destroyed in a manner that precludes unauthorized access. 


On 27 FEB 2013 
review of 





in summary: 


UNCLASSIFIED//FOUO 
e дд 
Investigation on 02/27/2013 м New Haven, Connecticut, United States (In Person) №5 
7C 






02/27/2013 





Date drafted 





File # 


by 


This document contains neither recommendations nor conclusions of the FBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 
to be distributed outside your agency, 
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b7C 


b7E 
UNCLASSIFIED//FOUO 
Continuation of FD-302 of Review of 02/27/2013 






‚Ра 


UNCLASSIFIED//FOUO 
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UNCLASSIFIED//FOUO 
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Continuation of FD-302 of Review of 
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UNCLASSIFIED//FOUO 
FEDERAL BUREAU OF INVESTIGATION 


Evidence Log 





bs 
bic 
DIE 
Event Title: (U//FOUO) Date: 03/04/2013 


approved sy: sa) | 


Drafted By: 


Case ID #: [ | (U) ADAM PETER LANZA 
Sandy Hook Elementary School 


12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 
00: МН 


LAW ENFORCEMENT SENSITIVE 
This information is the property of the FBI and may be distributed to state, 
tribal, or local government law enforcement officials with a need-to-know. 
Further distribution without FBI authorization is prohibited. Precautions 
should be taken to ensure this information is stored and/or destroyed in a 
manner that precludes unauthorized access. 


(| 


A" acquirea вото 


Receipt Given?: No 
Holdin& Office: NEW HAVEN 


Details: 


On.27 FEB 2013, Special Agents и С ]met with 
Detective TTT] Central District Major Crime Squad, 


UNCLASSIFIED//FOUO 


This document contains neither recommendations nor conclusions of the ЕВГ. It is the property of the FBI and is loaned to your agency; it and its 
contents are not to be distributed outside your agency, 
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ЫЛА 
be 
, UNCLASSIFIED//FOUO E 
Title: (U//FOUO) 
Re: 03/04/2013 
Connecticut State Police (CSP). During the meeting, the following two 


(2) items of evidence were obtained from CSP Evidence Control and 
subsequently submitted to NH Evidence Control: 


Po 


photographed the physical items of evidence and compiled 





The original 
DVD was submitted to NH Evidence Control. Two (2) copies of the DVD 
were made. One copy will be provided to CSP and one copy will be 
provided FBI Behavioral Analysis Unit (BAU). 


Item Type Desc 


Acquired On: 
Located By: 
Other Locator: 
Location Area: 
Specific Location: 


Device Type: 
Number of Devices Collected: 








%% 


UNCLASSIFIED//FOUO 
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157A 
№6 
57С 


Date of entry 12/16/2012 №7Е 


FD-302 (Rev. 5-8-10) З . -lof2- 





E 


FEDERAL BUREAU OF INVESTIGATION 







, date of birth 


CC] ип к == ] of 


Sandy Hook, 


/ 
and cellular 


Connecticut, 06482, home telephone number 
telephone of EC. interviewed at their residence. After 


being advised of the identity of the interviewing Agents and the nature of 
the interview, [ ] provided the following information: 





Adam was always a troubled kid and was interested іп Japanese 


techno music. | 










worked в/п 


| i TA 
Investigationon 12/15/2012 Sandy Hook, Connecticut, United States (In Person) b6 
bic 


File 4 Date drafted . 12/16/2012 


This document contains neither recommendations nor conclusions of the FBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 
to be distributed outside your agency, 
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b7A 
b6 


bic 
edo cal C0 ee Е 5 


Des TT 


+ For one particular] М ie: 









Around 9:00 AM on 12/14/2012] eara about two to three shots 


fired. He had thought it was just a 


hunter as the hunters are often close 
to their home, 
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Su 
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FEDERAL BUREAU OF INVESTIGATION 


БТА 
bé 
Date ofentry _ 12/17/2012 a 


Ю7Е 


Special Agent (sal ana SA С] „оласе 


the following neighborhood canvas іп Sandy Hook, Connecticut on 12/14/2012: 
No one was present at the address as of 5:14pm 


No one was present at the address as of 5:17pm 


| es E a PAPA 


ewed by Special Agent 
and Special Agent After being advised as to the nature of 


the intervie the identities of the interviewing agents, 
fd. the following information: 

Nothing unusual occurred in the neighborhoo 
were not familiar with the LANZA family. 


; cellular telephone number 
home telephone number y interviewed by Special 


After being 
advised as to the nature of the interview and the identities of the 
interviewing agents, [``] provided the following information: 











Nothing unusual occurred in the neighborh 


was interviewed by Special Agent 
and Special мае ^ ^"^] After being advised as 


to the p the interview and the identities of the interviewing 





agents, provided the following information: 


| m 
not see anything unusual in the last 24 hours. 











Investigation ол 12/14/2012 a Sandy Hook, Connecticut, United States (In Person) 157A 

 _—_—_ __—_ __ __ o au Kg | 

| File # Datedrafed 12/17/2012 pm 
Y 


by 
| This document contains neither recommendations nor conclusions of the FBI, It is the property of the FBI and is Joaned to your agency; it and its contents are not 
to be distributed outside your agency. 
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b7A 
FD-302a (Rev. 05-08-10) bg 
7 7c 
E | PR 
Continuation of FD-302,0f Neighborhood Canvass 12-14-2012 „Оп 12/14/2012 Page 2 Of 2 
e riot. 212222222 о Я 


cellular telephone number [were interviewed by 


Special Agent and Special Agent С After 


being advised as to the nature of the intervi and the identities of the 
interviewing agents, [Jana provided the following 
information: 


Nothing unusual occurred in the neighborhood in 
were not familiar with the LANZA famil 
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FD-302 (Беу. 5-8-10) 5 “Prep уч. 
ЧБ" ә гы экее Ише 
| FEDERAL BUREAU OF INVESTIGATION DIA 
bs 


bic 
Date of entry 12/17/2012 DIE 


Connecticut, by the igned agents. 
date of birth 


telephone number is алаГ ]з cellular telephone number is 
Ci After being advised of the m es the interviewing 
Agents and the nature of the interview, [ 7] mme the 


following information: 






EI | male, date of birth was 
interviewed at his residence, located at Sandy Hook, ` 
Also interviewed wa , 





female 






have lived in this house for approximately 






Neither| nor knew NANCY LANZA (NANCY) very well. 








would know any 





more about the LANZA family than they did. 


at Sandy Hook, Connecticut, United States (In Person) 
Ъ7А 
Date drafted 12/17/2012 pg 
—— 
7c 


Investigation on 12/14/2012 







File # 





by 
This-document contains neither recommendations nor conclusions 
to be distributed outside your agency, 


of the FBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 





06534 





Sec 13 - Supplemental Reports.pdf 








FD-302 (Rev. 5-8-10) -1 of 1- 






FEDERAL BUREAU OF INVESTIGATION 





bic 
Dato of entry 12/17/2012 b7E 


The following are the results of a neighborhood canvass conducted in 
conjunction with captioned investigation. The canvass occurred on | 


E: 2012. The addresses covered in this summary of the canvass 


e of birth 


ад) . date of birth] | would not 


know any of the residents even if they saw pictures 
of them. have . 
They did not see or hear anything unusual in their neighborhood for the 
past several days, including today. 






The telephone number for tn] home is Cl 
(AT, There was no response to Agents knocking on the 


door and ringing the doorbell of this address, It appeared that there was 
no one home, : 


Investigationon 12/14/2012 а Newtown, Connecticut, United States (In Person) ЫЛА 
eee 







I» 
File # Date drafted 12/18/2012 bic 
by 


This document contains neither recommendations nor conclusions of the FBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 
to be distributed outside youragency, 


06535 


Sec 13 - Supplemental Reports.pdf 








FD-302 (Rev, 5-8-10) -1 of 1- 


Bhs муше how. wo ТА 





a OFFICIAL dd 
бостек 





FEDERAL BUREAU OF INVESTIGATION 


7с 
h7E 


Date of entry 12/17/2012 


date of birth оов] residence address [ 1 


‚ was'interviewed in the driveway of his residence. After 
being advised of the identities of the interviewing Agents and the nature 
of the interview, provided the following information: 





Lo Ша that he did not know the LANZA family. He never 
heard other neighbors Speak about the LANZA family. did not 
observe any suspicious activity in his neighborhood over the past few 
weeks, The neighborhood has always been very quiet. 





dvised that he would be willing to cooperate further as it 
was deemed necessary. 
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Sandy Hook, Connecticut, was interv ed 

his residence. Also present during the interview was 

date of birth | After being advised of the identities of the 
interviewing Agents and the nature of the interview, ГЕТЕ тоне 
the following information: 
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have lived at for the past 





Lara know 


the LANZA family, They never had an 
interaction with the anyo j 





П 


eee 


Investigationon 12/14/2012 «œ Sandy Hook, Connecticut, United States (In Person) 
a 







ЫЛА 


Ip?c 


by 


This document contains neither recommendations nor conclusions of the PBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 
to be distributed outside your agency. 


06537 





Sec 13 - Supplemental Reports.pdf 






FD-302 (Rev. 5-8-10) Р уусч a 
EE «яд FBI төл i 
FEDERAL BUREAU OF INVESTIGATION aT 


Date of entry 12/16/2012 
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Sandy Hook, Connecticut, 06482, was interviewed at his residence. 


After being advised of the identity of the interviewing Agents and the 
nature of the interview, [Г provided the following information: 





see or hear anything unusual оп 12/14/2012, 


T_--—-<—=—=__ ya 
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, date of birth 


[ date of birth, [Jo 


OOK, Connecticut, 06482, home telephone number 


y were interviewed telephonically. After being advised of the 


identity of the interviewing Agent and the nature of 'the interview, the 
Le provided the following information: 





Sandy 
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| A date of birth (DOB) С] residence 

Е address ‚ Sandy Hook, Connecticut, was interviewed at 
his residence. Also present at the interview м TTT] 
E. DOB 1 After being advised of the identities of the 


interviewing Agents and the nature of the interview, [ana 


provided the following information: 
ow the resident 
. moved to 


Since that ti ot had any 





advised the 














eir current residence in 
interactions with: the family 


were not home on the morning of December 14, 2012. 
They did not notice any suspicious activity in their neighborhood within 
the past few weeks, 


OC ма that they would be willing to cooperate 


further as it was deemed necessary. 
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Date of entry 12/17/2012 


special agent (sa) ana sal] 


attempted to interview on 12/16/2012 at 5:10pm at his 
residence Sandy Hook, Connecticut, telephone number 
No one answered the door and no one answered the home 


telephone, which could be heard ringing in the house. There was no way to 
leave a voicemail. 
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white male, date of birth 
Security Account Number 


(DOB) 









. Also present was 
ces 


After being advised of the identity 
of the interviewing Agent and the nature of the interview, [ |] provided 
the following information: 


at SANDY HOOK ELEMENTARY SCHOOL. 
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er NZA hated his mother and SANDY HOOK, because his 
mother had worked there. LANZA apparently felt that his mother loved the 
students more than him, 
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Date of entry 12/17/2012 7С 


s interviewed at her 


Also present during the 
interview were MEC A After 


being advised of the entity o nterviewing Agent and the nature of 


the interview [Jana [provided the. following information: 








residence located at 





On 12/14/12, RP had heard about the shooting incident in Connecticut 
from watching the news. 





to the shooting that occurred at the school in Connecticut. The RP obtained 


a telephone number from the Internet for the state police in Connecticut 
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On 12/17/12, writer and Task Force Officer (TFO) 






Writer and TFO 







presence of writer and TFO RP signed the FD-597 receipt for 
property returned and FD-941 page 2 consent to search computer forms. (See 
attached signed forms) 





RP further clarified on 12/14/12, she called the Connecticut State 
Police with the information she had from her cell phone ‚ at 
approximately 12:45PM. At approximately 1:37PM, the RP received a call from 
the Connecticut State Police, At approximately 3:25PM, the RP sent an 
e-mail to Connecticut State Police Detective of the 
information she reported. RP provided writer апа ТЕ ith her 
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[ | date of birth was interviewed at his 
residence located, at On 12/15/2012 at 
approximately 8:00PM, writer contacted at the captioned residence, 
After being. advised of the identity of the interviewing Agent and the 
nature of the interview, С ]providea the following information: 
Г |] lives at the listed residence with his vite[  ] and their 
[ Janea his wife and they both provided verbal consent 
for writer to take for further 
investigation. Writer provided a handwritten authorization, wnich [|] 
signed, explaining what items were to be taken and later to be returned. 
. (See attached documents) 
(In Person) DIA 
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contact: [>>>] 
peated ay: |] 
Case ID eo] (U) UNSUB(S) 
Sandy Hook Elementary School 


12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 
00: NH 


+ document report of examination of 
by| | 


Enclosure(s): Enclosed are the following items: 


1. (0) report of examination 
2. (0) property/evidence receipt 
Details: 


On 12/15/12, writer provided Senior Forensic Examiner[ |... ] of the 


, or further 


examination. (See attached ^7] Property/Evidence Receipt) 
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On 12/17/12, cd ^ ] completed their examination of 
and returned the listed items to writer. (See attached 
Report of Examination) 
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То: dieci] Date: December 16, 2012 ЛЕ 
Federal Bureau of Investigation 


Reference: Communication dated December 15, 2012 






Ref No: М/А 
Title: UNSUB; FIREARMS ACT 
Date specitnen(s) received: December 15, 2012 


Specimens: 


Request: 


MET ‘uf be examined. and information found on the 
device be provided to hint 


Summary of Examination; 


The evidence item was processe 


This device ha 





Details of Examination: 
The following processes were performed on submitted} 


о The evidence items were photographed and initialed 


сс | 
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The following items were generated during the examination process: 
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Disposition of Evidence: 


in фо © retur ned to the шга Control Technician. The notes of the 
examination were placed i stained with the case file by the 
along with a copy of i4 — 
= y pa opor o given to the Case Agent along with three (3) copies of 









nd {һе original evidence items. 
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Title: (U) Intexview ef | Date: 12/17/2012 


From: NEW HAVEN 
NH-MRA 


| - 


Sandy Hook Elementary School 

12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 

00: NH у 


Enclosure (3): Enclosed are the following items: 
1. (0) Interview Notes 


| Details: 







i On December 16, 2012, bornf |) and his 
wife were interviewed at 
there home located at Newtown, Connecticut. Present 


during the interview was this writer and sirf TTT] After 


being advised of the nature of the interview and the identity of the 
interviewing Agents, | provided the following information: 


urrently reside at the above address] 

. During the morning of 
left his residence around 8:00 a.m. 
had left earlier than him to go 







December 16, 2012, 
to eat breakfast. 
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ааа that 
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| advised that she is still employed} ТУ 


Е Ш vi sed that his 
number is listed in the phone book and he provides both his cell and 


home phone number] for emergency issues. 
Las amenable to re-contact and could be reached at 


his home number (listed above) ox his cellular telephone number, 


EA 
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were interviewed at their residence of 


Newtown, Connecticut, telephone: 


interview was ров: Ср After being 


advised of the identity of the interviewing Agents and the nature of the 
interview,[ “Jana [o ]providea the following information: 


on 12/16/2012 


Date of entry 12/18/2012 DIA 
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agents twice. Special Agent 
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date of birth (DOB): e ‚ DOB: 
апа date of birth: 


interviewed jointly at their residence located at 
Newtown, Connecticut, telephone: . After 
being advised of the identity of the interviewing Agents and the nature of 
the interview, С ьа the following information: 
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On 12/16/2012, 





rovided that he 
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Date of entry 12/17/2012 


date of birth (DOB) [ 1 residence address kal 


Newtown, Connecticut, was interviewed at her residence. After 
being advised of the identities of the interviewing Agents and the nature 
of the interview, [___]providea the following information: 


С Theara from the Newtown Police Department that the 






[o Tadvisea that she would be willing to cooperate further as it was 
| deemed necessary. 


RP ———— À— 
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Date ofentry 12/17/2012 


date of e | residence address 


Newtown, Connecticut, home telephone number 
. interviewed at his residence. Also present during the interview wer 


о irth After being advised of the identities of the 


interviewing Agents and the nature of the interview, 
provided the following information: 









С] aàavisea that he would be willing to cooperate further as it was 
deemed necessary. 
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, home telephone number 
residence address 


Sandy Hook, Connecticut, was 
interviewed at her residence by Special Agent (SA) Co and 
sal CL After being advised of the identities of the 


interviewing Agents and the nature of the interview, [provided the 
following information: 


then called 
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Evidence Log 





Event Title: (U) Search Warrant Executed a] Date: 12/17/2012 


Drafted By: 


Case ID $: | (0) UNSUB(S) 
Sandy Hook Elementary School 


12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 
OO: NH 


Acquired By: [oh 12/15/2012 


Acquired From: (0 





United States 
Receipt Given?: Yes 
Holding Office: NEW HAVEN 


Details: 





Item Type Description 
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{U) Unopened package 





Acquired Ол: 12/14/2012 
Located Ву: 

Other Locator: 

Location Area: ROOM H 
Specific Location: 
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Acquired On: 12/14/2012 
Located By: 
Other Locator: 


Location Area: ROO 
Specific Location: 
(U) 


Acquired On: 12/14/2012 
Located By: 


Other Locator: KA 


Location Area: ROO 
Specific Location: 
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Other Locator: 


Location Area: ROOM N 


Specific Location: 
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Other Locator: 

Location Area: ROOM E 
Specific Location: 
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Specific Location: 
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Specific Location: Г] 
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Other Locator: 

Location Area: ROOM E 
Specific Location: 


(U) 


Acquired On: 12/15/2012 

Located By: E 
Other Locator: 

Location Area: ROOM E 


(U) 


Acquired On: 
Located By: 

Other Locator: 
Location Area: ROOM E 


UNCLASSIFIED 
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titia: (U) search warrant executed e TTT &, 


Re: С) 12/17/2012 bID 
b7E 


(U) 

Acquired On: 12/15/2012 

IT pe 

Other Locator: es 

Location Area: 

Specific Location: —— 

| AENA 


Acquired On: 12/15/2012 
Located By: 

Other Locator: 

Location Area: ROOM E 
Specific Location: 





(U) 


Acquired On: 

Located By: 

Other Locator: 
Location Area: ROOM E 


Specific Location: [1 





Acquired On: 12/15/2012 
Located By: 

Other Locator: 

Location Area: ROOM E 


(0) 

Acquired On: 12/15/2012 
Located Ву: 

Other Locator: 

Location Area: ROOM E 
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Title: (0) Search Warrant Executed Ac ) 





voce 
X 
“р 
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UNCLASSIFIED 
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12/17/2012 


Acquired On: 
Located By: 
Other Locator: 





Location Area: ROOM E 
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FD-1087 (Rev. 5-3-10) 





UNCLASSIFIED//FOUO 
FEDERAL BUREAU OF INVESTIGATION 
Evidence Log 
157A 
: lo6 
Event Title: (U//FOUO) Date: 12/17/2012 bic 
consent 7D 
DIE 


_search 


Case ID #: С (0) UNSUB(S) 


Sandy Hook Elementary School 
12 Dickinson St, Sandy Hook, CT-Victim 


Firearms Act. 
00: NH 


acquixea в: [ол 12/15/2012 


Acquired From: (U//FOUO 


Receipt Сіуеп?; Yes 
Holding Office: NEW HAVEN 


Details: 


The purpose of this communication is to submit the following items of 
evidence to NH Evidence Control: 


UNCLASSIFIED//FOUO 


+ This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loancd to your agency; it and its 
contents are not to be distributed outside your agency. 
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РТА 
I ' los 
7с 
UNCLASSIFIED//FOUO b7D 
b7E 
search 
Re: [ — —— 2 12/17/2012 
Item Type Description 
(U//FOUO) 
Acquired On: 12/15/2012 
Receipt Number: 28 
Located By: 
Other Locator: 
Location Area: Room О 
Specific Location: 
(U//FOUO 
Acquired On: 12/15/2012 
Receipt Number: 29 
Located By: 
Other Locator: 
Location Area: Room J 
Specific Location: 
44 


UNCLASSIPTED//FOUO 
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UNCLASSIFIED//FOUO A р cen no ine уи malte 0 
b7A 
FEDERAL BUREAU OF INVESTIGATION b6 
Electronic Communication Da 
. 71 
b7E 
Title: (U//FOUO) Date: 12/17/2012 





on consent. 


From: NEW HAVEN 
NH-10 


contact: | L1 


Sandy Hook Elementary School 

12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 

QOO: NH 


Е 


LAW ENFORCEMENT SENSITIVE 
This information is the property of the FBI and may be distributed to state, 
tribal, or local government law enforcement officials with a need-to-know, 
Further distribution without FBI authorization is prohibited. Precautions 
should be taken to ensure this information às stored and/or destroyed in a 
manner that precludes unauthorized access, 


Synopsis:  (U//FOUO) New Haven 











pursuant to a 











consensua authorized by 







Administrative i ору of the Consent to Search| | 


authorized by[ Lis 
filed in a 1A. On the date the search was executed, sal  [|wad | 







a review of the content. 


UNCLASSIFIED//FOUO 
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UNCLASSIFIED//FOUO ni 
(U//FOUO) NK 









on consent. 


Re: 12/17/2012 








Enclosure (з): Enclosed are the follo 
1. (0//2000 23 


Worksheets, 
and a copy of the Consent to Search 


Details: 


Оп 14 DEC 2012 and continuing into 15 DEC 2012,{__] SA 
ursuant to a Consent to Search at 
that was authorized by 
(Author's note: Also residing at the address is 
was conducted in coordination with a New Haven 
Evidence Response Team (ERT) operation. The referenced items of 

evidence were seized and documented in the ERT casebook. 


С ]aesezibpea as a 


prepared and labeled 











contains 








described as 


А С] contains ] 


the following item: 








UNCLASSIFIED//FOUO 
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based on consent. 


Re: 12/17/2012 


Log files and original notes associated with the processing are 
maintained in a 1A. 


%% 





UNCLASSIFIED//FOUO 
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FEDERAL BUREAU OF INVESTIGATION 





Date ofentry 12/17/2012 


From December 14, 2012 through December 15, 2012, the Federal Bureau of 


Investigation (FBI) New Haven Field Office (NHFO) Evidence Response Team 
consent to search and a signed FD-26, Consent to 


Search form. 


| The search began on December 14, 2012 at approximately 9:25pm and ended 
on December 15, 2012 at approximately 3:39am. 


On Saturday, December 15, 2012, at appr 4:27am, evidence items 
acility in locked, sealed storage until Monday, December 17, 2012, when 


they were transported to the FBI NHFO at 600 State Street, New Haven, 

Connecticut and turned over to Evidence Control at approximatel 11:40am. 
was photographed but not seized an 
were maintained by SA 







and documented 
separately. 


Further details regarding the search are stored in a'1A attachment in 
the substantive case file, to include the photo logs, 
a handwritten FD-597 








2 






А copy of the FD-26, Consent to Search form, is also included in the 1A 
attachments. 





—1 ro, 22. 
Investigationon 12/14/2012 ar | pri tea States (In Person) Da 
E b6 


File 4 Date drafted 12/17/2012 ES 
DD ү, 






by 
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FD-597 (Rov 8-11-94) ` Pago | of > 0 
UNITED STATES DEPARTMENT OF JUSTICE 
| FEDERAL BUREAU OF INVESTIGATION Loi 
Receipt for Property Received/Returned/Released/Seized ID 
On (date) {2/15 [2017 item(s) listed below were: 
' {] Received From 


O Returned To 
Released To 
Seized 


(Name) 
(Street Address 


сој | 


Description of вещ; | 


— Y 


xy 
Received By: — Received From: Nor” PRESENT 
gnature ignature 
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KD) teri FDI Иетауға күйөт, 





FEDERAL BUREAU OF INVESTIGATION 


date of birth (DOB) 
was interviewed 


After being advised of the ident ty of the interviewing Agent and the 
nature of the interview, provided the following information: 


ТА 
Ьб 


Date of entry 12/18/2012 }тс 


b7E 











went to the 


Е № 5 schooling which began at Sandy Hook 


Elementary School for grades K-4th. Adam then moved onto Newtown Middle 
School for grades 5th-7th. Around 7th grade Adam moved to St. Mary's 

Catholic School. Once completing middle school Adam moved on 
School where he completed 9th 







grade he was diagnosed with Asperger's and a great deal 
of school and societal stresses started to present and was the reason why 
he moved to St. Mary's Catholic School. Adam was 
bullied, but not excessively, for his social awkwardness and his physical 
gate, both results of his disease. Adam continued in school until his 9th 
grade year when stresses over papers, classes, pressure from grades and 


Investigation on 12/14/2012 at United States (In Person) 


rites | ! Date drafted 12/18/2012 ЫЛА 
bg. 


by р b7C 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to your agoncy; it and its contents are not 
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bé 
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DIE 

Continuation of FD-302 о „Оп 12/14/2012 page 2 Of 3 


dealing with his disease he finally was removed from school. Adam never 
completely accepted that he had a disease and therefore never took any of 
his medication he was prescribed.[ — Jadam was in complete denial of 
his disease from diagnosis and therefore was not on disability because of 
this denial. 






dam 
er of the tech club, but never was able to maintain any of the 
relationship he established there. 





ncluded building computers, online 
hiking, and shooting. 





safety courses so he could fire a pistol at the local range. 






Adam had a cell phone 
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i li 


Nancy would take care of all of Adam's needs. 





ppreciated what Nancy did for him. 


| 
| 
| 06581 

€ а 








Sec 13 - Supplemental Reports.pdf 











№ Orriciar Figcono 

Document рмей fures соу panta, 

teres Meet tem; ук ай һул 
v. 


Ер-302 (Rev. 5-8-10) 171 of 2- 


FEDERAL BUREAU OF INVESTIGATION 








Date of entry 12/19/2012 ІҺ7С 


(0) Оп December 19, 2012 at approximately 2:15РМ, Supervisory Special 
Agent (SSA) ed a telephonic interview of 
via conference call. conference call Т.р. 








. The purpose of the interview wa 


provided the following information: 










was unaware of what a was but assumed it was a 


he 





was uncertain as to whether or not had even 
(For purposes of clarity first names will be 
used through the rest of this report). 


(U)Around Christmas 2010 ]was planning оп accompanying вый to Н 
en tes to НИ Е | 
wished to participate ip » "O^ me 
мак. [| When] |learned that] __ |was developing 
an interest in| |  []purchased various boxes of] | | 
rents various types of 
С] therefore] Jpurchased a variety] = {just in case[ | : 
wanted to try «e | Tre ver did accompany fo ! 
AA Таа LL believed tha he boxes Im" 


Ll 


(U)Regarding e-mail traffic between |] and concerning 
said that 





Investigationon 12/19/2012 „ New Haven, Connecticut, United States (Phone) i 
: БТА 


File # [ | | Date байса 12/19/2012 be 
р7с 
«Lc i 11 ug. i 
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He received all of 


so he concluded that there were no problems, 





(0 said that 


The Relationship Between] | 


(9) 


(U)The interview concluded at approximately 2:38 РМ. 
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FD-1057 (Rev. 5-8-10) 


UNCLASSIFIED 
FEDERAL BUREAU OF INVESTIGATION Di 
Electronic Communication oe 
ҺЗЕ 


Title: (0) Request to interview it Date: 12/18/2012 


o 1 


From: NEW HAVEN 
NH-7 


Sandy Hook Elementary School 

12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act, 

OO: NH 


Synopsis: (0) Lead to interview[ i IJ 


for the Newtown, CT school system. 


Details: 


At 9:40 AM on 14 December 2012, initial call-in to Newtown 
emergency services (911) was received from Sandy Hook Elementary School 
in Newtown, Connecticut, that shots had been fired within the school. 
The gunman, Adam P. Lanza, (DOB:04/22/1992) shot out the windows at the 
front of the elementary school in order to gain access. Two law 
enforcement officers arrived during the shooting, at which time the 
suspect ducked into a classroom and shot himself. The shooter attended 
the school as a child, but no other relationship between Adam P. Lanza 
and Sandy Hook Elementary School has been established. There were a 
total of 28 dead, 20 children and 8 adults (seven at the school, 
including the gunman, and his mother at their 36 Yogananda Street 
residence). 


UNCLASSIFIED 
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FEDERAL BUREAU OF INVESTIGATION 


Date ofeniy _ 12/18/2012 ы 
[ 
At approximately 8: p.m. оп 12/14/2012, Supervisory Special Agent (SSA) RE 
o] of the Federal Bureau of Investigation (FBI) 
elephonically contacted at (Note: С] 
CA had provided Ps contact information to a Speci th 








the Newark Division of the FBI identif 









At approximately 9:10 p.m., at the intersection of 


provided SS 
with the key and also provided his cell phone number as 

advised the agents could lock the key inside the house at the 
conclusion of the search. 






Investigationon 12/14/2012 at United States (In Person) , i 
OTA 

File # Date drafted 12/18/2012 b6 
b7C 


by 
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FEDERAL BUREAU OF INVESTIGATION 


Date ofenty __12/20/2012 bic 


On December 18, 2012, at approximately 5:15 PM, Date of 
Birth (РОВ): CI asd 


LL was advised of the identities of the 
interviewing agents and the purpose of the interview. Present during the 
interview were ЗА —— — — rer, sa FBI and TFO 

FBI, Family members present during the interview were CC] 
DOB: SSAN: and dob: 
SSAN: Е was told the purpose of the interview 
was to ascertain any information he ma ertaining to ADAM 





as interviewed at his residence and 
voluntarily provided the following information: 









and attended High School in the Newtown, 
I |Бесале employed at 


med aS held multiple роз | 


resided at 


was born in 
CT. After High School, 












Newtown. 


remained with the Board of Education 





1 —————————— — ME" "OU iii nà 
Investigation on 12/18/2012 a | | united States (In Person) T" 
A DTA 


File # Datedrafted 12/18/2012 b6 
: А 
by 
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b7C 
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Continuation of FD-302 of INTERVIEW or | | „Оп 12/18/2012 page 2 of 4 





employed as a 


С] first became familiar with the Lanza Family through after school 
activities at Newtown High School, 








described ADAM LANZA as one not willing to talk much. ADAM didn't 
have much contact with other students and it was very hard to communicate 
with him. ADAM did not have good social skills and would often become 
withdrawn in a social environment. determined early on that ADAM 
LANZA had some issues. 






Г |] stated that when ADAM LANZA reached high school, he became а member 
of the Tech Club.[ remembers that ADAM dealt poorly with other 
students but did not show any signs of violence. remembers that he 








06588 | 





Sec 13 - Supplemental Reports.pdf 








1 ЫЛА 
b6 
| b7c 
Continuation of FD-302 of INTERVIEW OF ‚оп 12/18/2012 page 3 of 4 


FD-302a (Rev. 05-08-10) 


had discussions with Mrs. LANZA about ADAM LANZA's issues. Mrs. LANZA 
that ADAM had several disorders to include Autism and As er 


Syndrome . 





Г овала have contact with Mrs, LANZA when ADAM would have episodes at 
school. These episodes would last about 15 minutes or so and often would 
require a call to Mrs. LANZA who would respond from work. ADAM would become 
withdrawn but did not show any signs of violence during these episodes. 
ADAM was more likely to be victimized then to act in violence against 
another person. ADAM LANZA would have a Teacher's Aid with him during the 
school day. ADAM was "inclusive" in the classroom and would be removed to a 
special classroom for specialized training. 


[remembers that Mrs. LANZA was a teacher or volunteer and would come 
from work to respond to ADAM's episodes. 








Г ]леакпеа that] of Newtown had spoken to the media 


sometime after the shooting incident at Sandy Hook Elementary School, 


C__]initial decision to speak to the media was based on his belief that 
he could raise awareness about being observant to warning signs in 
children's behavior.[ ^ ^ ]adnits he does not have much experience in 
dealing with the media. Once involved with the media, his message was lost 
and the media just wanted to concentrate on ADAM. has aqreed to speak 
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Г] апа expressed their frustration with the media. 
Since has made comments on different media outlets; the couple has 
been inundated with inquiries for comments, Both admit this is overwhelming 
and has affected their family, 


С аза[[ чеке provided the number of the FBI's Victim/Witness 


call the VCS for assistance. 
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FEDERAL BUREAU OF INVESTIGATION 





Date ofentry 12/26/2012 n 


b7E 


date of birth eos) LL uas interviewed at hex 


residence located at 
present during the interview was 
advised of the identity of the interviewing Agents and the nature of the 


interview, provided the following information: 


. Also 
After being 







and spent the night with the] = |5. (һай spoke about] 


[арам ranza. [had tooa TTT TTT 


something had changed 












Investigationon 12/15/2012 a United States {In Person) DIA 


Е Date чайка 12/15/2012 $e 
— TC 


by 
This document contains neither recommendations nor conclusions of the FBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 
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stated that ADAM was anti-social but had gone ovt with some friends in the 
past and would do DDR (Dance Dance Revolution) at a house or possible 
arcade or entertainment center in the Newtown area. 
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i FD-302 (Rev. 5-8-10) 





FEDERAL BUREAU OF INVESTIGATION 
Datc of entry 12/21/2012 


CHIEF DONALD BRIGGS, KINGSTON POLICE DEPARTMENT (KPD), was interviewed 
at KPD, 16 Main Street, Kingston, New Hampshire(NH). After being advised of 
the identity of the interviewing Agents and the nature of the interview, 
CHIEF BRIGGS provided the following information: 


NANCY LANZA 
(nee CHAMPION), a victim of the December 14, 2012 mass shootinq incident in 
Newtown, Connecticut (CT). 









ANCY LANZA's son, ADAM LANZA, ever attended BAKIE SCHOOL. 





7 


Investigationon 12/14/2012 a Kingston, New Hampshire, United States (In Person) ҺЛА 
Nisus cita iii Mitica PT 


------------------- Ib 6 
п] | Date dati 12/27/2012 pic 


ЕЕ шчы іс 
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to be distributed outside your ugency. 
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CHIEF BRIGGS 
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FEDERAL BUREAU OF INVESTIGATION i 


Date of entry 12/27/2012 










residence of 





. After being advised of the identity of the interviewing 
Agents and the nature of the interview, [o ]ezoviaea the following 
information: 


ANCY JEAN LANZA (nee 
CHAMPION; DOB: September 6, 1960), a victim of the December 14, 2012 mass 


murders committed in Newtown, Connecticut (CT) by gunman, ADAM LANZA, son 
of мансу LANZA] 


[__]providea the following background information regarding [ |] 


NANCY LANZA. 


С Дава that NANCY LANZA lives at 36 Yogananda Street, Sandy Hook, 
Connecticut (CT) with her adult son, ADAM LANZA. Estate that NANCY 
LANZA is not employed but does a lot of volunteer work at women's shelters 
and schools, including at SANDY HOOK ELEMENTARY SCHOOL where the shootings 


12/14/2012 a United States (In Person) 
12/27/2012 7А 


ве С] Date drafted 
(CC = | | юв 
бу 157C 


This document contains neither recommendations nor conclusions of the FBI, It is tho property of the FBI and is [oaned to your agency; it and its contents are not 
to be distributed outside your agency, 


Investigation on 
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b7C 
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Continuation of FD-302 of Interview os | | ‚оа 12/14/2012 page 2 Of 7 


occurred earlier today. NANCY LANZA would donate clothing to the shelters 
and refurbish children's bicycles for donation. oes not know the 
nature of the volunteer work that NANCY LANZA performed at SANDY HOOK 
ELEMENTARY SCHOOL and does not think that NANCY LANZA has volunteered there 
in a long time, 


NANCY LANZA attended primary grades in the public schools of Kingston, 
NH. [ ] 






had two children while residing in NH; 
nd ADAM LANZA, DOB: April 22, 


NANCY LANZA 





‚ 20 years old. 


A tl 


advised that ADAM is "not comfortable interacting with people" and was 
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attended school in Sandy Hook, CT. When ADAM LANZA reached puberty, NANCY 
LANZA took ADAM out of school “because she was nervous about him". ADAM 
took some classes at the public high school and was a member of the high 
School Tech Club. ADAM took some college courses (possibly at University of 
Connecticut?) and NANCY had to drop him off there because ADAM didn't 


drive. ADAM was always very mature and he did not like school because he 
thought all of the other kids were immature. NANCY LANZA was extremely 
private about her son, ADAM, and did not like to talk with family about 
ADAM's "issues", But NANCY LANZA knew since the time that ADAM was little 
that he had "issues", 





NANCY LANZA 
tol that ADAM was initially diagnosed with autism but later with 

| Asperger's.[ ^^ ]beiieves that NANCY LANZA was finally able to talk about 

ADAM over the last couple of years because she had less concern about him 

' now.[ ] stated that NANCY LANZA had ADAM in mental health counseling but 

| that NANCY never discussed having ADAM on any type of medication. 





ADAM LANZA is a vegan after previously being a vegetarian. ADAM is 
extremely smart. A couple of summers ago, ADAM had a,job building computers 
for some guy. ADAM spent a lot of time on his computer od ea [dons not 


think he was a "gamer". ADAM had no real friends. ADAM did not communicate 
via e-mail or Facebook. 





NANCY LANZA told that she was very worried about what would happen to 
ADAM if anything ever happened to her. NANCY LANZA toid[ Jenar ADAM was 
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"doing better" but had gotten "weirded out" by Hurricane Sandy which hit 
the Northeast coast in late October 2012, and that she had to stay in her 
house with ADAM for several days without electricity because ADAM refused 
to leave and go to a hotel, and she would not leave him alone. [2] stated 
that she asked NANCY LANZ if she had made any arrangements for ADAM's care 
in the event that something ha 








s knowledge, ADAM had a good relationship with his mother, 
NANCY. NANCY was extremely protective of ADÁM. NANCY never expressed any 
concerns about ADAM being violent in any way. NANCY was not afraid of ADAM, 
but was afraid for him. 


NANCY LANZA СТИ У ADAM had begun driving lately. ADAM had 
previously not wanted to get a driver's license. NANCY also told that 
ADAM has been taking private classes in Mandarin Chinese with a professor, 
as well as saxophone lessons, over the last couple of years, 
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a 


| has 
| never known ADAM to have a girlfriend or any friends at all. 


[ —— havisea that NANCY LANZA often took (CT aan, 
target shooting at a local range in CT. NANCY thought it was good for them 
to learn the responsibility of guns. NANCY LANZA owned several guns and had 


licenses for them. 





е S ago. 


At the conclusion of the interview, sal] was notified by SSRA 
that, per FBI-New Haven Command Post, NANCY LANZA had been 
officially identified as a deceased victim of to ! i nd 
was shot in her home. 
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FOLLOW-UP INTERVEIW оғ| он DECEMBER 15, 2012: 


advised that ADAM LANZA att he SANDY HOOK ELEMENTARY SCHOOL 
where yesterday's shoótings 1. that it was ADAM's 
fixst school and that he had some kind of a problem in fourth grade. When 
ADAM was in middle school grades and had to change classrooms, he couldn't 
handle it. NANCY LANZA removed him from the public school and enrolled him 
in a small Catholic school for one year. ADAM did not do well there either 
and NANCY LANZA home-schooled him after that. i 


advised that NANCY LANZA told her that ADAM had no emotions or 
feelings; and that ADAM didn't care about birthdays or holidays and thought 
they were stupid. recalled that NANCY LANZA had to get rid of a cat 
because ADAM was freaked out by it and couldn't handle it, 





NANCY LANZA told her that her son, ADAM LANZA, had not left his 

bedroom in three months, and that despite the fact that NANCY and ADAM 

lived in the same house, NANCY has only been able to communicate with ADAM 

by e-mail. NANCY LANZA оа [С] ева ADAM had been freaked out by 

‚ Hurricane Sandy in late October 2012. LI tola] that she had asked 

| NANCY if she was afraid of ADAM and that NANCY had said по, told 

! that she had urged NANCY LANZA to take some action regarding ADAM. 

tola[ ^1] that NANCY talked about a plan to relocate with ADAM 

because ADAM wanted to go back to ME that NANCY was 
looking into moving to Washington State or North саго1їпа Joia 

that NANCY LANZA had discussed these moving plans with ADAM. 


FOLLOW-UP INTERVIEW or| bu DECEMBER 22, 2012: 
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Continuation of FD-302 of mesmo | | ба. 35/02/2017 ы TER 


[stated that she heard on the news that yesterday's victims at 
SANDY HOOK ELEMENTARY SCHOOL included the school's behavioral therapist, 


special education teacher, and psychologist.[____]wonders if ADAM knew 
those people and targeted them. also wondered if the classroom that 
ADAM shot children in was one of his former classrooms and if he went into 


the school with a plan. 


[stated that she heard a news report about NANCY LANZA havin 


recently filed legal documents seeking a conservatorship for ADAM. 
inquired as to whether this has been corroborated by law enforcement. 


С ]providea no further information. 
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FEDERAL BUREAU OF INVESTIGATION 





Date ofentry | 12/28/2012 E 


Я) 






Оп December 18 


, cellular telephone number 
was interviewed via prior arrangement at 
. Also present during the interview was 
and 
- After being advised of the identities of the interviewing 
agents and the nature and purpose of the interview, [o provided the 
following information: 












and ADAM LANZA (ADAM). 





stated NANCY was very smart in school and NANCY finished high 
school early. After graduating high school, NANCY attended the UNIVERSITY 
OF NEW HAMPSHIRE for approximately three years. At the time NANCY’ 5 main 
focus of study was English, Spanish, and also possibly Social Services, 
stated NANCY was very bright and only needed a few credits to 


n n NANCY did not = from college[ ^ 1] 


Investigationon 12/18/2012 at | | united States (In Person) Si 

ар ^^ 106 
нез | | Datedrafted 12/19/2012 bre 
A A AAA 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is Joaned to your agency; it and its contents are not 
to be distributed outside your agency, 
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NANCY remained in contact and was very generous for various holidays and 
birthdays of family members. 
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ЛЕ 
Continuation of FD-302 or Interview of ,On 12/18/2012 page 3 of 7 


believed NANCY's relationship with Тарам was good. 
recalled a phone conversation about three years ago with NANCY. 





believed when ADAM first moved to Connecticut he was more of a social kid 
| and would attend various play groups and parties. stated as ADAM 
| became older he was more of a loner and an odd kid. particularly 
: noticed during the last couple of years ADAM had become more of а loner. 


stated ADAM loved music and ADAM could also play the saxophone. 


В i 

stated ADAM's demeanor as a teenager was "good but rigid". | 
| 

| 
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b 


L____letatea ADAM liked to use the computer 


- 

















[E recalled ADAM was v 


d about the environment and ADAM 
icking up trash. 

DAM .liked to spend time 
outdoors and was a “big hiker” who liked to climb. 










stated ADAM had indicated 
to climb every mountain in New Hampshire. 


was not aware of any sports ADAM participated in at school. 

believed ADAM had been in the Computer Club or the Tech Club at the 
public high school in Newtoun, Connecticut.[ TT" ]pelieved ADAM attended 
the SANDY HOOK ELEMENTARY SCHOOL in Newtown, Connecticut.[ ^ ^ ]stated 
NANCY transferred ADAM to ST. ANNE'S SCHOOL at some point during Middle 
School.[ ^ ] statea ADAM did not like noise or confusion and ADAM began 
to have issues in school once he was required to walk to different classes 
during the school day.[ 7 — ]statea ST. ANNE'S was a smaller school and 
academically ADAM did well at ST. ANNE'S. In high schoo3[ ] stated 
ADAM was home-schooled through the school. CE ]statea NANCY would take 
ADAM to the school for advanced courses, but ADAM was not in the mainstream 
school setting. С] stated ADAM had issues moving through the school 
between classes, but ADAM could sit through a quiet lecture without a 
problem. NANCY would take ADAM back and forth to school a couple of times a 
day to accommodate ADAM's schedule. 





he wante 




















ad indicated ADAM did not want to go to events with crowds of 


NANCY told people that ADAM 
does not like crowds. 
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Continuation of FD-302 of Taterview off | 12/18/2012 pagg 5 Of 7 


vaguely remembered NANCY approaching 


ears ago asking for a recommendation for a gun to purchase for protection. 
ma a Smith & Wesson .38 Snubby to NANCY as a good gun for 


protection. 





Also during the discussion concerning guns,[_____]vaguely remembered 
NANCY mentioning something about an AR-15 rifle approximately ten years 
асо. ____]coula not recall any other details about this conversation with 
NANCY. | 
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Lo ud ӘЛЕ | 
Continuation of FD-302 of Interview op] „Оп 12/18/2012 page 6 of 7 | 


| believed the last time they knew of ADAM 


ately six 





ADAM may have shot a .22 rifle. 





tated during the last couple of years ADAM had been going back 
to school and was taking courses in the Chinese аі. 
ADAM was driving himself to the Chinese classes. С] stated NANCY had 
encouraged ADAM to get his driver's license and ADAM eventually obtained a 
driver's license i 





stated ADAM loved his mother, NANCY. stated she 
still cannot believe ADAM “was capable of it”. [TTTTT]did not know why 
ADAM would “go to that school” to conduct the shooting. 


І-- stad ADAM was very particular about what he would eat. ADAM was 
initially a vegetarian and then became a vegan. NANCY would frequently cook 
for ADAM, but ADAM could also cook for himself. NANCY made sure to stock 
the house with groceries for ADAM. 


stated during Hurricane Sandy, NANCY’ s house lost power, but ADAM 
refused to go to a hotel. ADAM did not want to leave the house and 
basically shut down. Soon after Hurricane Sandy, NANCY purchased a 
generator for the residence. 


[ase recalled that at some point ADAM worked for a computer 
repair. shop off and on for approximately one or two years.[__]stated 
ADAM was very gifted with computers and ADAM could put together a computer 
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from scratch using spare parts. 
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$ FEDERAL BUREAU OF INVESTIGATION 


Date of entry 12/28/2012 


Оп December 18, 2012, 











(date of 
birth cellular 
telephone number was interviewed via prior arrangement ‘at 

. j j i was 


and 
. After being advised of the identities of the interview 
agents and the nature and purpose of the interview, provided the 

following information: 


Date draed 12/19/2012 





This document contains neither recommendations nor conclusions ofthe PBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 
to bo distributed outside your agency. 











Sec 13 - Supplemental Reports.pdf 








Io TA 
FD-302a (Rev. 05-08-10) . 


156 
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o To o o_o. 


believed the last time 


he saw ADAM was when ADAM was 3 or 4 





stated he knew absolutely nothing about ADAM for the past eight 


years and has only had generic conversation concerning ADAM. 
ГІ Jrelievea he may have heard from through that ADAM may 
be Autistic. 
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UNCLASSIFIED B ешн FA Wee mul. * 
FEDERAL BUREAU OF INVESTIGATION | 
Electronic Communication D | 
ib | 
nae pea met] pate: 01/02/2012 | 
| 


То: 


From: BOSTON 
BS-PORTSMOUTH NH RA 


set а 


Sandy Hook Elementary School 

12 Dickinson St, Sandy Hook, CT-Victim 
| Firearms Act. 

i | у 00: NH 


| a_i 
| 


[Г |... 


Details: 








Agencies established contact with 
December 14, 2012; conducted 
FBI-New Haven (the details of which are reporte 








of the New Hampshire Resident 





requested by 





On 12/14/201 





cially notified of the homicide of NANCY LANZA, 1 


UNCLASSIFIED 
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UNCLASSIFIED 
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UNCLASSIFIED 
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UNCLASSIFIED b7E 


Title: (U) EC re contact 


| 
| 
| 
| 


On 12/27/2012, advised SA 





Please advise if further investigation by NH RA's is desired by 
FBI-NH in connection with this matter. 


%% 


UNCLASSIFIED 


3 


| 
| 
I 
| 06613 | 
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21 of 2- Orriciar Recorp 
FD-302 (Rev. 5-8-10) | Омен ii бушу ун 
теі FRI Акимов тут. 
UNCLASSIFIED//FOUO 
FEDERAL BUREAU OF INVESTIGATION Eis 


Date ofentry 12/17/2012 ) 






date of birth pos] was interviewed «LL 
which is the office of his attorney, 


telephone TTT] employed b 


Immediately prior to the interview, 


















stated he was 





representing 





willing to answer questions and assist іп the investigation. TTT] 





present during the interview. 
the interview began wit and the two listed 
FBI Special Agents. After being advised of the identity of the interviewing 





" Special Agents,[ ]ркоч44еа the following information: . 


ES SOGRA on the evening of 12/11/2012, he went straight 


from work to his residence 





UNCLASSIFIED//FOUO- 
a ES AA 
Investigationon 12/16/2012 «| Juni tea States (In Person) 

Filo # Date drafted 12/17/2012 





à | 


This document contains neither recommendations nor conclusions of the FBI, It is the property of the FBI and is loaned to your agency; it and its contents are not 
to be distributed outside your agency. 
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stated ADAM LANZA had Asperger's 


т 


Syndrome, 








which limited ADAM LAN 






UNCLASSIFIED//FOUO 
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FD-302 (Rev. 5-8-10) -1 of 3- 
FEDERAL BUREAU OF INVESTIGATION 
i b7A 
bg 
Date of entry 12/18/2012 par: 
b7E 


date of birth (DOB) residing а | 


Се11 was interviewed at 















on 12/14/2012. After being advised of the 
identity of the interviewing Agent and the nature of the interview, [ | 


provided the following information: 





left his residence for work, 





Оп 12/14/2012 









purchased coffee 
with his Bank of America Credit 


Card and arrived at his office at approximately 9:45am. 


i bm 
12/14/2012 United States (In Person) e 


Investigation on at 
нең | Date drafted 12/18/2012 DIC 


by 
This document contains neither recommendations nor conclusions of the FBI, It is the 
to be distributed outside your agency. 


property of the FBI and is loaned to your agency; it and its contents are not | 
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Continuation ofFD-302 o | „On 12/14/2012 pae 2083 ” 





ADAM was diagnosed with Ashberger's Syndrome, a form of autism, in 
approximately the 8th grade. He left high school in either the 9th or 10th 
grade, and essentially became a “recluse”, shutting himself in his bedroom, 
playing video games all day. He attended a few courses at Western 
Connecticut State Universit , but never attended full time. 










stated that ADAM has no friends, no associates, no 
giritriend, but is very “computer savvy”, and spends most of his time on 
his computer. At some point ADAM worked briefly at a computer repair shop 


in Newtown, but never held any other job, including summer work while still 
in school, 


(— —] ADAM became very interested in firearms, and 


at one point considered joining the military. ADAM епіоуе 
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Continuation of FD-302 o! ‚Оп 12/14/2012' 3 of 3 


, Page 


.223 rifle, a Lee Enfield .308 rifle, a “semi-automatic” shotgun and a 
.45cal pistol. (|  ]beiievea all the weapons had been legally purchased by 
NANCY, and were registered in her name, but that ADAM actually owned the 


AR-15, and that all the weapons were kept in а gun safe in ADAM's bedroom 
closet. : 


Г Tadvised that ADAM had taken an NRA safety certification course that 
allowed him to fire the .45cal pistol at the Danbury range, and that to his 
knowledge ADAM was able to purchase all his ammunition legally. 


С ]аауязеа that ADAM and NANCY had a “close relationship”, and as he had 
no outside friends, she became the only person ADAM would talk to. Although 
ADAM spent the majority of his time playing video games, they were 
non-violent games. His favorite was Super Mario Brothers. Although he often 
became frustrated at not being able to “express himself”, ADAM never became 
violent. He never used drugs or alcohol, and actually “hated the thought of 
it”. С оша provide no explanation or motive for ADAM’s actions. 
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UNCLASSIFIED 7A 
№5 
FEDERAL BUREAU OF INVESTIGATION bc 
Import Form bIE 
Form Type: PoliceRpt Date: 01/02/2013 
Title: (U) 
Approved ву: вза] 
Drafted By: 
Sandy Hook Elementary School 
12 Dickinson St, Sandy Hook, CT-Victim 
Firearms Act. 
00: NH 
Enclosure (s) : Enclosed are the following items: 
1. (U) Original Interview notes of 
2. (U) Original Interview notes of А 
%% 
UNCLASSIFIED 
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Newtown Police Department 
Field Case Report Supplement 





3 Main Street 


Newtown, CT 06470 
203-426-5841 Case Number: 2012-00030519 


Case Details 
Reporting Officer ID: Jeffrey Silver, 063 Reporting Date: 01/07/2013 08:00 





Offenses 
Crime Code Statute Descriptlon Counts 


Victim/Missing Person 


I rebicooeai@iee@cei 
Type/Subtype Name Address Phone Sex/Race DOB 


Suspect 


— —————————————————————————————— 
-ype/Subtype Name Address Phone Sex/Race DOB 


Witness/Other/Person Interviewed 


Type Name Address Phone Sex/Race DOB 
Suspect Vehicles 
Year Vehicle Type/ Make/ Model /Description Color License Plate / State 
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Page 2 Of 2 
Newtown Police Department 
Field Case Report Supplement 
3 Main Street 
Newtown, СТ 06470 
203-426-5841 Case Number: 2012-00030519 
Narrative 


Transfer of 36 Yogananda 


On 12/23/2012 | was informed that the residence at 36 Yogananda had not been properly secured or cleaned since the initial 
incident. | went to the residence and found that this was true. | contacted the FBI and spoke with Kyle Scherrer who authorized 
Aftermath Specialists to conduct the crime scene clean up. | spoke with Bill Ciaccio (508) 328-4797 the regional supervisor for 
Aftermath, who said that he would have a crew at the residence the morning of 12/24/12. Redding Chief Fuchs contacted a 
representative from Home Depot who said that they would be able to come to the residence in the afternoon of 12/24/2012 to 
board up and secure the exterior. 


| was contacted by Mike Harkins (646)241-7422 of Risk Control Strategies indicting that he was contracted by Attorney Mike 
English who represented the Lanza estate. The identity of Mike Harkins was verifled by FBI special agent Michael Zuk, who 
had been at the EOC with me the week before. Harkins wanted to know when the residence was going to be turned over so 
that he could schedule security. | spoke with Attorney English (347) 628-9470 who put me in contact with Peter Lanza = 
Peter verified that English represented him and Ryan and that the property could be turned over to Risk Contro 
rategies. English sent me an email verifying his affiliation with the Lanza family. 
On 12/24/2012 Newtown officers Hull and Mulhall were at the residence and oversaw the clean up and securement of the 
residence. They took photos of the exterior of the residence to verify that it was secured. On 12/24/2012, | attempted to 
contact Peter to notify him that the residence would be able to be turned over later that day, but there was no answer and the 
ail box was not established. | spoke with Harkins and informed him that the residence would be secured by a police officer 
til 2359 hours on 12/24/2012 and that he needed to have his security in place by then. He stated he would. 1 spoke with 
Michael English and at 1329 hours | sent him an email: | 
This is to notify you that the residence at 36 Yogananda will be able to be turned over to Risk Control, the private security 
company the Lanzas had contracted, after 1800 hrs (6:00 pm) tonight 12/24/2012. | have spoken with Michael Harkins (646) 
241-7422 of Risk Control and notified him of this. We will have an officer on the property and continue the security detail until 
midnight tonight, 12/24/2012. The building has been secured and there is a pad lock on one door. The officer on scene will 
have the key to the pad lock, but if the private security detail does not arrive prior to 2400 hours, the officer will bring and leave 


the key at the Newtown Police Department Dispatch. Any questions or additional information can be directed to the shift 
supervisor, Sgt. Steven Santucci, at the police department (203) 426-5841. 






Sgt. Santucci stated later that the transition was made without incident. 










Jeffrey Supervisor: 
Date: \ le \ 2 


Yflcer: 083 
ate: V 
| Wels 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Department of Public Safety ЖА D INITIAL О ASSIST STATEMENTS O TELETYPE CFS12-00705354 А 


Я SUPPL. PHOTOS OTHER 
D RE-OPEN SKETCH MAP ШР 
D CLOSING EVIDENCE Page" 0,2 


OMNI HOTELS AND RESORTS/MOUNT WASHINGTON RESORT 
BRETTON WOODS, NH 


Narrative Report 
DPS-302-C (Revised 04/03) 








WITNESS: Hilliard, Stephen 
Managing Director 
Omni Hotels 
Mount Washington Resort 
310 Mount Washington Hotel Road 
Bretton Woods, NH 03575 


Tel# 603-278-8801 (direct) (cell) 
DATE/TIME: On Thursday January 3, 2013 at approximately 1100 hours. 


ASSIGNMENT: Obtain information on Nancy Lanza's stay at the Mount Washington Resort. 


ACTION TAKEN: On the above date and time Detective Jeffery R. Payette and this writer 
arrived at the Mount Washington Resort Hotel in Bretton Woods, NH. At that time we met with 
several members of the Mount Washington Resort staff in the Managing Director's office. We met 
with Resort Manager Calvin Belknap, Loss Prevention Manager Michael B. McHale II and 
Managing Director Stephen Hilliard. 


The resort staff was very cooperative and offered to assist with the investigation. It was confirmed 
that Nancy Lanza checked in to the resort on December 11, 2012 at 12:10 pm. Based on staff 
recollection, the issuance of one room key and the documented restaurant meals that appeared to 
be for one person it is believed that Nancy Lanza stayed at the resort alone and checked out on 
December 13, 2012 at 12:27 pm. Mr. Hilliard indicated that the resort had printed records of 
Nancy Lanza's purchases at the resort during her stay. Mr. Hilliard contacted a representative from 
the Omni Resort legal office and learned that the company required a written request for the 
release of any paperwork documenting Nancy Lanza's stay at the resort. 


Mr. Hilliard further reported that several people had called the resort the week prior claiming to 
represent various news agencies inquiring about Nancy Lanza's stay at the resort. 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
1 ACTIVE D 4 EXCEPTIONAL CLEARANCE D А OFFENDER DECEASED O VICTIM UNCOOPERATIVE 
С 2 CLEARED BY ARREST O 6 NO CRIMINAL ASPECT O B PROSECUTION DECLINED O JUVENILE - NO CUSTODY 
D 3 SUSPENDED О F FUGITIVE D С EXTRADITION DECLINED 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 


NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME B 
OTHER MEMBERS OF MY Poi ¿CE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE. DEPARTMENT 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 


Department of Public Safety En INITIAL D ASSIST O STATEMENTS O TELETYPE CFS12-00705354 
Narrative Report VO ee. SUPPL. PHOTOS O OTHER 


DPS-302-C (Revised 04/03) 


O 
RE-OPEN E SKETCH MAP Page? 0f2 -— 


CLOSING EVIDENCE 





On January 4, 2013 this writer sent a letter requesting the information to Stephen Hilliard via email 
(see attached request). On Januaty 15, 2013 this writer reviewed an email reply sent by Stephen 
Hilliard. The email contained a five page attachment. The attachment included Nancy Lanza's 
invoice which documented that her reservation was made on December 5, 2012. The records 
confirmed the provided check in and checkout dates and times. The receipts for restaurant 
purchases charged to Nancy Lanza's hotel room were also provided (see attached print out). 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 


= 1 ACTIVE O 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED О VICTIM UNCOOPERATIVE 

O 2 CLEAREDBYARREST П 6 NOCRIMINAL ASPECT О B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 

O 3 SUSPENDED O F FUGITIVE O C EXTRADITION DECLINED 

THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: i AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME B 


OTHER d OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
RSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


SUPERVISOR LD. # APPROVAL DATE 


0245 же 
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STATE OF CONNECTICUT мит 7-54 
DEPARTMENT OF PUBLIC TRIA 
SAFETY жЕ 
Eastern District Major Crime чор А 
* 
Accredited Since 1988 
January 4, 2013 


TO: Stephen Hilliard, Managing Director 
Omni Hotels and Resorts 
Mount Washington Resort 
310 Mt. Washington Hotel Road 
Bretton Woods, NH 03575 


Mr. Hilliard, 

As you are aware the Connecticut State Police Department is investigating the homicide of Nancy Lanza on 12-14- 
2012 in the town of Newtown, Connecticut. The investigation requires that our detectives attempt to identify a 
timeline for the victim and locate any witnesses that may help with her background. It has been reported that Nancy 
Lanza checked in at the Mount Washington Resort on December 11, 2012 and stayed until December 13, 2012. 


Detective Lamoureux informed me that your company requires a written request for a copy of the documents that 
confirm the dates that Nancy Lanza spent at the resort. 


The case number for the investigation is СЕ512-00705354. I сап be reached at 860-886-6603 if you need to contact 
O. directly. 


Thank you in advance for your assistance with this matter. 


The information can be faxed or emailed to my office. 


9 y ZM Ce 


Sergeant John F. Turner, Executive Officer 
Eastern District Major Crime Squad 


401 West Thames St. Unit 501 
Norwich,CT 06260 
Phone (860)886-6603 
EMAIL: john.f.tumer(Det.gov 
ө Fax# 860-887-8899 
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Lamoureux, David 


From: Stephen Hilliard [shilliard@omnihotels.com] 
nt: Friday, January 04, 2013 6:06 PM 
б. Lamoureux, David 
Cc: Stephen Hilliard 
Subject: Information requested 
Attachments: SH1.pdf 


Detective David A. Lamoureux, 


Attached is the information requested. Please let me know if you assistance deciphering 
it. 


Regards, 


Steve Hilliard 

Managing Director 

Omni Mount Washington Resort 
& Bretton Woods Ski Area 
603-278-8801 office 

03 cellular 
shilliard@omnihotels.com 





----- Original Message----- 
From: Lamoureux, David [mailto:David.Lamoureux@ct.gov] 
ent: Friday, January 04, 2013 2:31 PM 
e Stephen Hilliard 
ubject: FW: 


Thank you for your assistance. 


Detective David A. Lamoureux #772 

Connecticut State Police 

Eastern District Major Crime Squad 

401 West Thames Street Uniti 501 

Norwich, CT 06360 

Office 860-886-6603 Cellular 860-306-2101 Fax 860-887-8899 
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Nancy Lanza Room No. : H265 
36 Yogananda Street Arrival : 12-11-12 
Sandy Hook CT 06482 Departure : 12-13-12 
United States Page No. : 10f1 
Folio No. : 90315 
INFORMATION INVOICE Conf. No. : 1482839 
Membership №. : SG 8333751363 Cashier No. : 3152 
A/R Number : 
Group Code 
Company Name : 12-19-12 
Date Description Charges Payments 
12-11-12 Deposit Transfer 213.64 
12-11-12 Stickneys Dinner Food 107.20 
12-11-12 Room Charge 171.00 
12-11-12 Resort Fee 25.00 
12-12-12  Stickneys Dinner Food 60.14 
12-12 . Room Charge 171.00 
Ф: Resort Fee 25.00 
12-12-12 NH 9% Resort Fee Tax 4.50 
12-12-12 NH-9% Tax 30.78 
12-13-12 Room Service Breakfast Food 5.86 
12-13-12 American Express 386.84 
000000000 хх/хх 
Total 600.48 600.48 
Balance 0.00 


Thank you for staying at the Mount Washington Resort. 


310 Mount Washington Hotel Road, Bretton Woods, New Hampshire 03575 
Phone: 603-278-10004828 603-278-8838 








Cuit Omni Mount Washington Resort A onto pai 


00:00 
Check Detail 
MT. WASHINGTON RESORT 
STICKNEYS 
6360 Carolyn 2 
6/1 CHK 267 
DEC11'12 8:19РМ 
1 MUSSEL & SAUSAGE 10.00 
1 CRAB CAKES 24.00 
1 MUSHROOMS 6.00 
1 BREAD PUDDING 10.00 
3 КО CHARD 30.00 
Food 50.00 
Wine 30.00 
SVC CHARG SUBTOT 20.00 
TAX 7.20 
TOTAL PAYMEN 107.20 
RM CHG TIP 20.00 
H265/Lanza 
ROOM CHARGE 107.20 
---6360 CLOSED РЕС11 9:43РМ---- 
GRATUITY : 
TOTAL 
ROOM# 
SIGNATURE : 
PRINT NAME: 

Groups of 6 or more may have 
an automatic gratuity added. 
PRINCESS ROOM IN THE HOTEL 
OFFERS APPETIZERS AT HALF-PRICE 
MONDAY-FRIDAY: 5:00 - 7:00 PM 

Page 1 of 1 guest check detail 
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00:00 
Check Detail 
MT. WASHINGTON RESORT 
STICKNEYS 
6418 Bill F 2 
5/1 СНК 163 GST 1 
DEC12'12 7:38PM 
1 SALMON SALAD *D 15.00 
1 CHOC MOUSSE 11.00 
2 KJ CHARD 20.00 
Food 26.00 
Wine 20.00 
SVC CHARG SUBTOT 10.00 
TAX 4.14 
TOTAL PAYMENT 60.14 
RM CHG TIP 10.00 
H265/Lanza 
ROOM CHARGE 60.14 
---6418 CLOSED DEC12 8:36РМ---- 
GRATUITY : 
TOTAL : 
ROOM : 
SIGNATURE : 
PRINT NAME: 

Groups of 6 or more may have 
an automatic gratuity added, 
PRINCESS ROOM IN THE HOTEL 
OFFERS APPETIZERS AT HALF-PRICE 
MONDAY-FRIDAY: 5:00 - 7:00 PM 

Page 1 of 1 guest check detail 
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00:00 
СЕ Check Detail 


MT. WASHINGTON RESORT 
ROOM SERVICE 








6659 Amir 1 
265/1 СНК 1593 GST 1 
DEC13'12 10:25AM 
1 MUFFIN 4.00 
51.5 IRD Grat 1.50 
FOOD 4.00 
SVC CHARG SUBTOT 1.50 
TAX 0.36 
TOTAL PAYMENT 5.86 
H265/Lanza 
ROOM CHARGE 5.86 
---6659 CLOSED DEC13 10:26АМ---- 
GRATUITY : 
TOTAL : 
ROOM : 
SIGNATURE : 
PRINT NAME: 





PRINCESS ROOM IN THE HOTEL 
OFFERS APPETIZERS AT HALF-PRICE 
MONDAY-FRIDAY: 5:00 - 7:00 PM 


Page 1011 guest check detail 
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ім » HOTELS & RESORTS 
а Omni Mount Washington Resort 12-19-12 
19:26 
User Activity Log 
User Time Date Station ID Action Type Action Description 
BMEANEY@OM 19:25 12-19-12 MTWASHTS2NEW.OM CREDIT_CARD_SCREEN CONFIRMATION МО. 1482839;Reservation Screen was accessed; 
. .ACCESS * 
ВМЕАМЕҮ@ОМ 19:22 12-19-12 MTWASHTS2NEW.OM CREDIT CARD | SCREEN CONFIRMATION NO. 1482839;Reservation Screen was accessed; 
“ACCESS 
BMEANEY@OM 17:07 12-19-12 MTWASHTS2NEW.OM CREDIT CARD SCREEN CONFIRMATION МО. 1482839;Reservation Screen was accessed; 
ACCESS 
BMEANEY@OM 17:04 12-19-12 MTWASHTS2NEW.OM CREDIT CARD SCREEN CONFIRMATION NO. 1482839;Reservation Scraen was accessed; 
_ACCESS i 
MROY@OMNIH 12:27 12-13-12 MWFD3.OMNIHOTELS CHECK OUT TM Nancy checking out on 12-13-12 having Arr = 12-11-12 Room = H265 Room Type = HDK 
MROY@OMNIH 12:27 12-13-12 MWFD3.OMNIHOTELS SETTLE CREDIT CARD "== CREDIT CARD APPROVAL FOR AMOUNT=386.84 USO, PAYMENT TYPE=AX, CARD ENDING 
APPROVAL ‚ EXP. DATE , APPROVAL CODE=113208, CONFIRMATION # =1482839, GUEST 
: d fancy, ROOM= 
MBLESSING@C 12:10 12-11-12 MWFD4.OMNIHOTELS KEY CREATE 1 keys created for room H265 
MBLESSING@C 12:10 12-11-12 MWFD4.OMNIHOTELS UPDATE RESERVATION ‘DEPOSIT DUE DATE 2012-12-05->;DEPOSIT AMOUNT 213.64->0.00;RESV DEPOSIT SCHEDULE 
| 101603020-> 
MBLESSINGAC 12:10 12-11-12 MWFD4.OMNIHOTELS “UPDATE RESERVATION КЕЗТҮРЕСН ADR -> CHECKED ІМ 
MBLESSING@C 12:10 12-11-12 MWFD4.OMNIHOTELS CHECK IN Lanza, Nancy has checked in Inspected room H265 on 12-11-12 
MBLESSING@C 12:10 12-11-12 MWFD4.OMNIHOTELS RECORD CREDIT CARD APPROVED 633.64 USD, FOR PAYMENT TYPE AX, APPROVAL CODE :113208, FOR CONFIRMATION 
APPROVAL #1482839, FOR Lanza, Nancy IN ROOM H265 
MBLESSING@C 12:10 12-11-12 MWFD4.OMNIHOTELS CREDIT CARD SCREEN CONFIRMATION NO. 1482839;Reservation Check In Screen was accessed; 
_ACCESS у | 
YRODRIGUESG 09:50 12-11-12 MWFD3.OMNIHOTELS UPDATE RESERVATION ROOMCH -> H265 
KMARSH@OMN 12:22 12-06-12 MTWASHTS2NEW.OM COMMENTS NEW Comments New; 
ORS 10:39 12-06-12 UNDEFINED UPDATE RESERVATION Updated by PMSID interface.;EXT! ERNAL REFERENCE -> 1482839; EXTERNAL LEG NO -> 1 
КМАВЗН@ОМК 10:35 12-06-12 MTWASHTS2NEW.OM SETTLE CREDIT CARD SETTLE CREDIT CARD APPROVAL FOR AMOUNT-213.84 USD, PAYMENT TYPE=AX, CARD ENDING 
APPROVAL үү , EXP. DATES) E) APPROVAL. CODE=175692, CONFIRMATION # «1482839, GUEST 
. =Lanza, ancy 
KMARSH@OMN 10:35 12-06-12 MTWASHTS2NEW.OM RECORD CREDIT CARD APPROVED 213.64 USD, FOR PAYMENT ТҮРЕ АХ, APPROVAL. CODE :175692, FOR сан 
| APPROVAL #1482839, FOR Lanza, Nancy 
KMARSH@OMN 10:35 12-06-12 MTWASHTS2NEW.OM UPDATE RESERVATION RESTYPECH CC -» ADR 
ORS 13:08 12-05-12 ` UNDEFINED NEW RESERVATION RESORT = MTWASH CONFIRMATION МО = 1482839 ARR = 2012-12-11 DEP = 2012-12-13 ADULTS =1 
ROOMTYPE = НОК RATE = RATECODE = AAA PAYMENT METHOD = AX;EXTREFTYPE ‘> 
ORS;EXTERNAL REFERENCE -> 40010234564;EXTREFLEGN® -> 1;EXTREFTYPE -> : 
GUESTID;EXTERNAL REFERENCE -> 40010234564;EXTREFLEGNO -> 1;ADULTSCH - * 
>1;CHILDRENCH ->0;CURRENCYCODECH ->USD;FIXEDRATECH ->Y;RATEAMOUNTCH » 
>171.00;MARKETCODECH ->OTHER; ORIGINOFBOOKINGCH ->OMNIHOTELS.COM¡PERSONSCH 0- 
>1¡RATECODECH ->ААА; 
> 
D 
"liter From Date 12-19-12 To Date 12-19-12 Page 1 of 1 user. activity log 
For Activity Group Reservation For Activity Type AU 
Activity by AN 
Sort Order Inse 8С 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 


Department of Public Safety e SE ^w O ASSIST STATEMENTS OD, TELETYPE CFS12-00705354 
Narrative Report “р SUPPL D PHOTOS OTHER 


ANO ! d 04/03) O RE-OPEN O SKETCH МАР / of / 
DPS-302-C (Revised 04/03) O CLOSING O EVIDENCE Page 0 





EMPLOYER: Hoffman Energy | OCCUPATION: Delivery Driver 
#170 White Street Danbury, Connecticut 
Telephone: 203-744-8000 


DATE/TIME OF ASSIGNMENT: Thursday January 34 2013 at approximately 1108 hours. 


ASSIGNMENT: Interview Brian KARR about his knowledge and recollection of making an oil 
delivery to the Lanza's residence located at #36 Yogananda Street Sandy Hook, CT., on Friday 
December 14% 2012. 


ACTION TAKEN: On the above date and time, Detective Hoyt 40994, and I met with Brian 
KARR at his place employment in Danbury, CT. Brian agreed to speak with us about his knowledge 
and recollection of making an oil delivery to the Lanza’s residence on Friday December 14%, 2012. 
Brian stated verbally and later in a written statement among other things, that on Friday December 
Фф 14% 2012 between 9:30AM and 10:00AM, he went to #36 Yogananda Street in Sandy Hook, 
Connecticut, where he made an oil delivery at that residence. Brian further stated that when he made 
this oil delivery, he did not see any vehicles or people in the driveway or at the house. Brian stated 
that the garage bay doors were closed. Brian stated that he has never seen anyone at the house in the 
past 5 to 6 years that he has been making oil deliveries to this house. Brian stated that he does not 
know the people that live at #36 Yogananda Street Sandy Hook, CT., and that he does not know 
Nancy or Adam Lanza. Brian stated that after he made the oil delivery at #36 Yogananda Street, he 
put the delivery receipt/slip in the mailbox at the roadside, and then believed that he proceeded to 
#12 Yogananda Street Sandy Hook, CT., to make a separate oil delivery. 
(Refer to Attached Written Statement for Details) 


While meeting with Brian, Detective Hoyt and I showed him a photocopy of the delivery 
receipt/slip that was located in the mailbox at #36 Yogananda Street, in which Brian identified and 
recognized as the delivery receipt/slip that he had left in the mailbox at #36 Yogananda Street on 
Friday December 14", 2012. (Refer to Attached Copy of Delivery Receipt/Slip for Details) 


CASE STATUS: This case will remain open and active. 


CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
Y 1 ACTIVE O 4 EXCEPTIONAL CLEARANCE П A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
2 2 CLEARED BY ARREST П 6 NO CRIMINAL ASPECT B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
С 3 SUSPENDED O F FUGITIVE C EXTRADITION DECLINED 


THE UNDERSIGNED. AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME E 





OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
QA THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT !S AN ACCURATE STATEMENT OF THE INFORMATION 


STIGATOR SIGNATURE ї E EPORT DAT! E" П SGNATIIRE SUPERVISOR LD & APPROVAL DATE 


DETR al € Жа 
DET. Ryan Luther 20702. Т” LELLO 
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D^ STATE OF CONNECTICUZ DEPARTMENT OF PUBLIC SAFETY- 9” 1 of 2 


Si er INVESTIGATION RE T (DPS-302-E) (REVISED 2/3/06) 


Report #: 1200704559 - 00104306 
Report Type: Initial Report: О Prosecutors Report: О Supplement: М Re-open: O Assist D Closing: O 
Attachments: Statements: М Teletype: ГІ Photos: O Sketchmap: O Evidence: O Other: O 





INCIDENT ADDRESS 
00012 Dickinson Dr/ Newtown 06482 











INTERVIEW REPORT 


Interviewee: 





interview were detective Richard Covello #376 and 1. The interview began on December 15, 2012 at approximately 1620 hours and ended 
on December 15, 2012 at approximately 1636 hours. 









THE UNDERSIGNED, АМ INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS АМ ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY МЕ. 


INVESTIGATOR SIGNATURE: ‚ [INVESTIGATOR 1.2.4; | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.р.#: 
06634 
/TFC MARC F GRANDPRE/ | 1220 07/11/2013 11:19 am /SGT JOSHUA PATTBERG/ 0130 





Sec 14 - Witness Reports.pdf 
1200704559 Cont. STATE OF CONNECTICU EPARTMENT OF PUBLIC SAFETY- o” of 2 


INVESTIGATION RE T (DPS-302-E) (REVISED 2/3/06) 





Action Taken: 
That on December 15, 2012 at approximately 1620 hours, Detective Richard Covello and | spoke with and obtained a written statement 
from үш. was identified during this investigation as 78 of Nancy and Adam Lanza. 


related that he has reside NNE and since that time, Nancy Lanza had visited his residence on 


several occasions. related that the last time Nancy had visited, they debated about firearms. related that Nancy grew up 
hunting and was very proud of her firearm collection. related that he never met Adam, however he knew that Nancy had taken him 
out of school because he was sensitive to sound and light. 


Lastly, related that on December 14, 2012, he was working during the morning and between 8 and 9am, 


i ИШЕ ET 


See attached written statement for details. 


Case Status: 
Case active. 









THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT.THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR 1.D.&: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.4: 
/ТЕС MARC F GRANDPRE/ | 1220. 07/11/2013 11:19 am 06639 /SGT JOSHUA PATTBERG/ 0130 
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STATE OF CONNECTICHR DEPARTMENT OF PUBLIC SAFETY- O. 
INVESTIGATION Ri RT (DPS-302-E) (REVISED 2/3/06) 





Report #: 1200704559 - 00002286 
Report Type: Initial Report: Г] Prosecutors Report: ГІ Supplement: X Re-open: D Assist: D Closing: O 
Attachments: Statements: X Teletype: О) Photos: [7] Sketchmap: C] Evidence: М Other: D 


CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME’ | PRIMARY OFFICER BADGE NO |INVESTIGATING OFFICER ADGE NO 
1200704559 12/14/2012 09:41 12/14/2012 JEWISS, DANIEL E. COVELLO, RICHARD G. 

INCIDENT ADDRESS APARTMENT NO | TOWN CD |TYPE OF EXCEPTIONAL CLEARANCE| CASE STATUS 

00012 Dickinson Dr/ Newtown 06482 Not Applicable 


INTERVIEW REPORT 





INTERVIEWEE: 





ACTION TAKEN: 
On December 15th, 2012 at approximately 1945hrs, Detective Marc Grandpre and | spoke with and obtained a written statement from 


ИИ was identified during this investigation as possibly being EB "EE As such, | was assigned 


to speak with as part of this investigation. 


resided alone at a single family home located at [NEN He is employed as а AS for 
ЕЕ. He related that he has been a КО for the majority of his life. That approximately two years ago, he met Nancy 


Lanza 04 He related that he knew, after the fact, about Adam Lanza 









being involved in the Newtown school shooting and also had been made aware of Nancy's death. appeared calm and un-emotional, 
presenting predominantly a flat affect. However, throughout the course of our meeting, he periodically paused during dialogue and/or excused 
himself to another room as he appeared to become upset while discussing his history with Nancy. 










THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: |AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE РЕ OR PERSONS 3 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS АМ ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. "ТАК 14 201 


INVESTIGATOR SIGNATURE: INVESTIGATOR 1.04: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0. 
/TRP RICHARD С COVELLO/ | 0376 01/07/2013 10:21 ат’ | SGT MARK DAVISON/ 0204 










„^+: 1200704559 Cont. 


o STATE OF СОММЕСТІ В DEPARTMENT OF PUBLIC SAFETY- @ 
A 2 INVESTIGATION REPORT (DPS-302-E) (REVISED 2/3/06) | 

related that he had been expecting to be contacted by police at some point in light of recent events in Newtown. He was initially guarded 
during discussions related tia HS. He described that it was and that Nancy wás as well a 
TT qc - As we spoke, Ж dentiñed that one of his main concerns was the media obtaining the information that he 


was sharing regarding) i. | explained t ЛЕ that our investigation was active and as such we were not releasing such 
information and related statements by witnesses to the media. 


ШО further related the he KANAN A That she went оп a trip to New | 
Hampshire Tuesday, December 11th, 2012. left for a business trip on Wednesday, December 12th, 2012. He received a text message from 
Nancy at approximately 2200hrs on Thursday, December 13th in which Nancy informed him that she recently arrived home. That they last talked on 
Thursday, December 13th, 2012 at approximately 2222hrs. At that time he was in REM and they discussed her trip and his business trip. 


thereafter texted Nancy Friday morning, December 14th at approximately 1012hrs to зау ЕЕЕ. He did not immediately, or shortly 
thereafter, receive any response from Nancy, which ЭЖ described as not being unusual. Later that day, ЕШ boss notified him of the shooting ` 
in Newtown. searched the topic on- line and contacted family members in Newtown to make inquiries. He then attempted to contact Nancy 
on her home telephone and cellular telephone just around noon time with negative results. He described that Nancy's home telephone did not ring 


and went directly to voice mail. Sometime thereafter, heard the name "Ryan Lanza” being talked about in connection with the shooting as well 
the incident taking place at Yogalanda Street. At this point 7 called a friend who confirmed Nancy's death. 


related that he never thought Nancy's son Ryan would be involved in such an incident. He was aware that Nancy had another son, Adam, 
who suffered from Asperger Syndrome. He never met Adam and had only been inside Nancy's residence once, approximately a year and a half ago. 


That Nancy never related any incidents in which Adam was violent with her. However, felt that Nancy did a lot for Adam to assure that he was 
happy and appeased. 


related that during the time that he had known Nancy, she had shared with him that she owned guns and that she had been to a range target 
shooting with her sons. 


In addition to the information contained in 7 statement, he verbally related to these Detectives that over the past year Nancy had shared with 
him her plans to sell her home in Newtown and move to either Washington or North Carolina. That she was originally going to downsize to a smaller 






THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | АМ THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 

OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMEO OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 









INVESTIGATOR SIGNATURE: INVESTIGATOR 1.0.4: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.D.#: 
/TRP RICHARD С COVELL O/ 0376 01/07/2013 10:21 am06637 /SGT MARK DAVISON/ 0204 
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9; TENOR COR STATE OF СОММЕСТ!С@ DEPARTMENT OF PUBLIC SAFETY- Os - 
DNE. INVESTIGATION REPORT (DPS-302-E) (REVISED 2/3/06) 


home in Newtown. However, she had conversations with her son Ryan about the idea of moving. explained that it appeared that with Ryan 
living and working out of state and his desire to travel, there was no reason that she should restrict herself to living in Newtown. 


According to ОҢ, Nancy had planned to have her house painted over this past spring in preparation for putting it up for sale. However, the 
painting plan did not come to fruition and the sale of the house was postponed. Further, related that Nancy knew that she was not going to be 
able to effectively show / sell her home while Adam was living within. Her plan was to purchase an RV (Recreational Vehicle) to facilitate their move 
to either Washington State or North Carolina. During their trip, related that Nancy would then sleep in a motel / hotel and Adam would sleep in 


| the RV as he would not sleep in a motel / hotel. In this process, she could have Adam out of the house, they could effectuate their move апа 
meanwhile sell her house. | 


related that it was his understanding that if Nancy were to move to Washington State, it was for the purpose of enrolling Adam in a special 
school that he wanted to attend. If they were to move to North Carolina, it was going to be for the purpose of obtaining employment for Adam and 


making him more self sufficient. That Nancy had related to нг! she had a friend, "John", who owned a computer technologies business in 
North Carolina. That John had agreed to mentor Adam and teach him the business. (See Attached Written Statement) 


RELATED EVIDENCE: 


During my interview with 79, he referenced his cellular telephone for obtaining dates and times of communications that һе had with Nancy Lanza. 
He allowed me to view and visually verify the related text message communications. He showed me one text message dated Monday, December 
10th, 2012 with a time stamp of 1151hrs. The message was received from Nancy Lanza and related that she had gotten off to a rough start that day. 
That Adam had “pumped his head” “really bad" and they were dealing with blood at 5:30 in the morning. | 


| explained 7 that his cellular telephone contained communications known to me, and presumably some communications not yet viewed, that 
were considered to have evidentiary value. That this information on his cellular telephone could help identify critical timelines related to time of death 
and possibly identify precipitating circumstances leading up to Nancy's death. As such, | was obligated to seize his telephone at this time and apply 
for a search warrant to search its contents. | explained that | also could accept ҮЛЕН written consent to search his telephone in which case the 
process of extracting the related information and returning his telephone could be effectuated this same day. On Sunday, December 16th, 2012 at 
approximately 1105hrs ДЖ verbally agreed to provide consent and thereafter completed a written consent form. (See Attached Form) 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: IAM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR 1.D | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR ТҮ? 
/TRP RICHARD б COVELLO/ | 0376 01/07/2013 10:21 апу: | /SGT MARK DAVISON/ 0204 
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| thereafter secured ЛЕҢ cellular telephone and transported it the Computer Crime 4 Electronic Evidencé Unit at the Forensic Science Laboratory È 
in Meriden CT. The phone was processed by Trooper George Jupin. At approximately 2110hrs, Trooper Jupin provided me with a DVD containing 

the data seized from Walsh's cellular telephone. | transported the DVD to Troop L in Litchfield where | packaged and processed the DVD as 

evidence exhibit #338: One (1) DVD marked “Samsung Galaxy S", containing data extracted from the personal cellular telephone of 

ШЕН. | completed a JD-CR-18 and Evidence Flow Sheet and secured the exhibit in the CI Temporary Evidence Locker. It was thereafter secured 

in WDMC Evidence Room. All related paperwork was turned over to Detective Steven Rupsis. (See Attached JD-CR-18 Copy) 


CASE STATUS: 
This case remains active pending further investigation. 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAININGTO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1)MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2)INFORMATION RELAYED TO ME BY OTHER MEMBERS 
OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT:OR (3)INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT FROM THE PERSON OR PERSONS 
NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO RECEIVED BY ME. 


INVESTIGATOR SIGNATURE: INVESTIGATOR 1.D.#: | REPORT DATE: SUPERVISOR SIGNATURE SUPERVISOR 1.0.#: 
ТЕР RICHARD G COVELLO/ | 0376 01/07/2013 10:21 mec. | /SGT MARK DA VISON/ 0204 
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Sec» Witness Reports.pdf 
State of Connecticut 
DEPARTMENT OF PUBLIC SAFETY 
DIVISION OF STATE POLICE . “ae 








Consent To Search And Examine Evidence 


Address: 


ЕКЕН after having been informed of my Constitutional right not 








to 
(print name) 
have a search performed without a search warrant and of my Constitutional right to refuse to consent to such a search, 


DO CONS to have: Lee 00 and. ESSE _ 


(initial 


who are members of the Connecticut State Police, and rep EVIL. AR 


and 
who are members of the 
{insert agency name) 


ó a complete search of my: 


| ] Residence E | [ ] Place of business [ ] Vehicle J' ther property 






which property is located at: 


(specify location/ address: street, apartment number ,route, city or town, state) 


The above named police officers are authorized to take from the location or locations specified above, such materials and 
other property as they may desire and to perform examinations and tests, including шыны examinations and tests, оп 
any item seized. 


Permission for this search and examination of evidence is granted by me, knowingly, willingly and voluntarily, to the above 
bees police officer or police officers and no inducements, threats or promises have been made to me in order to gain 





06643 

























ҚҰЗА) NI) рам ENT JI ғымы 14 Е y t Rd f 
WITHOUTASEARCHWARRANT @ | _® | ени 
- . 9/1 : 

саз 5 2e 262, 26-85, 26-90, 42-472a, 46b-121, m [] Destroy - No Value © i 
PER hus and PA 1011281 АБ "FOR P.D. USE ONLY - [] Case Pending H 
PatA р Bis] WARRANT APPLIED FOR. ГІ Retum to Owner H 
Court Docket Number n! [] Prisoners 2 
d: [] Juvenile 3 
! F 


Court Docket Number | Instructions 
1. Do not use this form If a search warrant is used. 
2. Original must be filed with the Cierk of Court. Asset Forfeiture 


| Juvenile 
3. In the case of an arrest or referral, file with a uniform 
222” 
i 4. Last copy for Police Department use. 
To thg Superior Ox Cougat (Address of Б Uniform Arrest Report/Juvenlle Summons Numbar 
ogra А 
Matters. n d Area Number 146 White St., Danbury CT 


Хақ QE ate x3 KT "T RE Police case/recaipt number | Companion case number - 
Re ipm SA 





mmy ian and i humbekelgefendant(s)subject(s) Name, address and telephone number of complalnant(s)/ownsr(s) 
1. | 1. Connecticut State Police — WDMC 
2 [ TOOD-A outhburv С] 
2.2 . 2.2 
3.3 | 3.3 
Type of Incident 





Type of prope 


TIT 
12/16/2012 2] Stolen Ба: Evidence С). Lostifound® (1 Investigation 


The following property was seized, in connection with a criminal/délirrquency бабе» (Describesifnantity, typeirvolersnserial number, etc.) 
Exhibit #339 - One (1) DVD marked “Samsung Galaxy 5”, containing data extracted from the personal 
cellular telephone о 922 В 

**NOTHING FOLLOWS*+* 
















ләчшпи Ai0]UsAU] y мәд 





. Property Seized 


Jequinu Кюшмәлш y ped 






Total amount of cash . E 
f cash money was selzed, enter total amount here 
i silep sopa» j № $ NO CASH: 


(Title) Badge number Dale Department = 
Detective Covello #376 12/16/2012 WDMC- L 


Property Room Use Only 
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(over) | | INVENTORY OF SERZED PROPERTY 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Department of Public Safety x d ШЕ D ASSIST q iii A E CFS12-00705354 
si pei 04/03) d = cz ce Page_! of_2_ 






DATE/TIME: On Thursday January 3, 2013 at approximately 1430 hours. 


ASSIGNMENT: Interview about Nancy Lanza. 


ACTION TAKEN: The investigation revealed that Nancy Lanza had traveled to New Hampshire 
on December 11, 2012. Documents located in her residence indicated she had planned to meet 
with НІ in New Hampshire on December 13, 2012. On January 2, 2013 this writer spoke 
with EE on the telephone and scheduled an interview for January 3, 2013. 


On Jan 3, 2013 at approximately 1430 hours Detective Jeffery R. Payette and this writer met 
with at his residence, At that time he provided a 
written statement. reported among other things that: 

e He met Nancy Champion (Lanza) in the late 1970’s as NR. He also was a 

Ф friend of Nancy Lanza's mother in the 1970's. Не had not spoken to Nancy Lanza since the 
1970. 

e In the summer of 2012 he was contacted by Nancy Lanza. They met for lunch at the Three 
Tomatoes Restaurant in Lebanon, NH to catch up on 12-13-2012 at about 1:10 PM. Nancy 
Lanza told that she had married a high school boyfriend and divorced. She spoke 
of two sons. Her son Ryan was on his own living in New Jersey and her son Adam had 
disabilities. She said Adam had some sort of autism. 

° said that Nancy described a difficult life but gave him the impression that she was 
courageous and “handling everything”. Nancy told she was very proud of Adam's 
accomplishments. 

° said that Nancy Lanza told him she had no intentions of re-marrying and 
accepted the obligations of caring for Adam. Nancy said that she and Adam planned for her 
trip to New Hampshire. The trip was an experiment to allow Adam to stay at home alone 
for a few days. 

CASE STATUS ТҮРЕ OF EXCEPTIONAL CLEARANCE 
F 1 ACTIVE O 4 EXCEPTIONAL CLEARANCE D A OFFENDER DECEASED С VICTIM UNCOOPERATIVE 


O 2 CLEARED BY ARREST D 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED О JUVENILE — NO CUSTODY 
D 3 SUSPENDED O F FUGITIVE D C EXTRADITION DECLINED 


THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 


ROM THE PERSON OR "УГ NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 
ED BY ME. 


ATO Б INVESTIGATOR LD # REPORT DATE: SUPERVISOR SIGMA JR SUPERVISOR LD. # APPROVAL DATE: 
— | 0772 January 15, 2013 Ser 22 
МАЕ (АМФфОКЕСХ ағу 15, SGEZORN! 0245 Z % с 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Department of Public Safety R INITIAL O ASSIST |4Й STATEMENTS O TELETYPE CFS12-00705354 


Narrative Report 


SUPPL. PHOTOS М OTHER 
RE-OPEN SKETCH MAP Page 2 0f 2. 


DPS-302-C (Revised 04/03) CLOSING EVIDENCE 





° said that Nancy Lanza never indicated she felt in any personal danger living with 
Adam. She did not tell him of any violence involving Adam. She did not mention that she 
owned any firearms. Nancy did not say anything about moving from Newtown, CT and told 
how happy she was to be living there. 

е Nancy Lanza did not tell КО of any plans for Adam to move out of her residence. 


e Before leaving they spoke of making plans for and his wife to visit Nancy Lanza 
in Newtown, CT. She left the restaurant at about 2:30 PM. 


See written statement 











CASE STATUS TYPE OF EXCEPTIONAL CLEARANCE 
1 ACTIVE O 4 EXCEPTIONAL CLEARANCE О A OFFENDER DECEASED D VICTIM UNCOOPERATIVE 
D 2 CLEARED BY ARREST D 6 NO CRIMINAL ASPECT О B PROSECUTION DECLINED О JUVENILE - NO CUSTODY 
П 3 SUSPENDED D F FUGITIVE D C EXTRADITION DECLINED 
THE UNDERSIGNED, AN INVESTIGATOR HAVING BEEN DULY SWORN, DEPOSES AND SAYS THAT: 1 AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: OR (2) INFORMATION RELAYED TO ME B 
OTHER MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT: OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
ROM THE PERSON OR PERSDNS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION 


АТОМ SIGNATURE INVESTIGATOR LD # | REPORT DATE: pi DE SUPERVISOR 1.0. # APPROVAL DATE: 
| 2 f > 
ШАНС 0772 January 15, 2013 саба 0245 Жб 
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CONNECTICUT STATE POLICE 


Eastern District Major Crime Squad 








FIREARM'S SURVEY 
CFS12-00705354 
12/15/12 
0023 hours 
Completed b Detective Vining #343 
ү e _— _ i рай 


WEAPON INFORMATION 
Weapon in Possession of: 
| Nancy Lanza | (04 


Weapon's Owner: Nancy Lanza 
36 Yogananda St. Sandy Hook, CT 

Weapon Type (rifle, shotgun, pistol, revolver, Muzzle loader, double barrel shotgun, 

ect. 


Type of action: (Automatic, Semi-automatic, Bolt Action, Pump Action, Single Bolt action 
Action 


Enfield Albion 
UM _ ___ y os AO  .._ J 














Caliber/Gauge ІН. 
Barrel Length: (tip of barrel to receiver end of Barrel 25 % inches 


HC22273A 
Magazine 


Serial Number 

Weapons Capaci agazine, cylinder, tube 

Number of cartridge’s in weapon? 

Cartridge in Chamber (Live or Spent 

Number of cartridges fired? 

Number of Cartridges not fired? 

Number of Cartridges in Spare magazine/loader # 1 

Number of Cartridges in Spare magazine/loader # 2 

Number of Cartridges in Spare magazine/loader # 3 

Number of Cartridges in Spare magazine/loader # 4 

Ejection port (right or left 

Cylinder rotation (right of left 

Distance of spent cartridges from weapon? 

Distance of spent cartridge from weapon? 
AMMUNITION INFORMATION 


ю 











n/a 


pe of Ammunition: (Hollow point, jacketed, ball, soft poi 
| Firearms Trace Conducted | Date | 12/15/12 |ByWhom | 30 = 
| Trace Request Report Attached  ||YES |x [мо | 


Additional Comments: 
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CONNECTICUT STATE POLICE 


Eastern District Major Crime Squad 


FIREARM’S SURVEY 


Case # CFS12-00705354 





Survey Completed by: Detective Vining #343 Date:12/15/12 | Time:0023 


Location of Firearm in relation to the body? 


Located within an open gun safe in adjacent room. 











Where is the ammunition stored for the weapon? 





Unknown, various types of ammunition located throughout the home. 


Who was aware of the location of the ammunition? 


Unknown 


Was the weapon reported stolen? If so, by whom, when and where? 
á]á32 53 


ACA, 
Det. Priscilla Vining #343 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety т» INITIAL CONTINUATION | | STATEMENTS 


Narrative Report LE. SUPPLEMENTARY PHOTOGRAPHS CFS 12-00705354 


RE-OPEN SKETCH MAP Раде / of / 
ASSIST EVIDENCE 
}-302-C (Revised 04/03) CLOSING 





DIGITAL IMAGE REPORT 
Firearms Survey 
Enfield Albion 303 Bolt Action Rifle 
Serial# HC22273A 
Model# 4MKI 


On 12/15/12 at approximately 0023 hours the attached fifteen (15) digital color photographs were taken in 
connection with a homicide investigation being conducted by the Connecticut State Police Eastern District 
Major Crime Squad at 36 Yogananda Street in Sandy Hook, CT. 


АП of the photographs were taken at 36 Yogananda Street, the residence of Nancy and Adam Lanza while 
conducting a Firearms Survey on an Enfield Albion 303 bolt action rifle. This rifle had been seized as evidence 
during scene processing while serving a search warrant on this residence. 


The photographs were taken by Detective Priscilla Vining #343 of the Eastern District Major Crime Squad in 
Norwich, CT with a Nikon D300 digital camera and flash card. The photos were later transferred from the flash 
card to a Maxell CD-R disc and further copies were made. 


One copy is being stored at the office of the Eastern District Major Crime Unit, 401 W. Thames Street Norwich, 
Connecticut. Three other copies will be disseminated along with the case book for this investigation as follows: 
. ) copy to the Western District Major Crime Unit; (1) copy to the Danbury State's Attorney's Office and (1) 
copy to the Connecticut State Police Reports and Records Unit Connecticut. 


Attachments: 
e One thumbnail image sheet 
e Copy of Maxell CD-R Compact Disc containing digital images 


CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 

БД 1-ACTIVE [| 4-EXCEPTIONAL CLEARANCE | | | A-OFFENDER DECEASED [| D-VICTIM UNCOOPERATIVE 
[ | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 





FROM THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 
r^7^EI|VED BY ME. 
3TIGATOR SIG: RE а INVESTIGATOR 1.0, SUPERVISOR 1.0. APPROVAL DATE 
| uds 
LALA | ALI 
Det. Priscilla 
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12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 
(1) (2) (3) (4) (5) 


| 





12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 
(6) (7) (8) (9) (10) 








12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 12-00705345 Enfield Albion 
(11) (12) (13) (14) (15) 
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CONNECTICUT STATE POLICE 


Eastern District Major Crime Squad 


FIREARM'S SURVEY 


Completed b 
AA III SETTA 


WEAPON INFORMATION 


Nancy and Adam Lanza 
36 Yogananda St. Sandy Hook, CT 


Weapon Type (rifle, shotgun, pistol, revolver, Muzzle loader, double barrel shotgun, ж. | 
ect. 

Type of action: (Automatic, Semi-automatic, Bolt Action, Pump Action, Single Bolt action 

Action 


EO C анараа анан 
|Calibr/Gaugg а D 
| Barrel Length: (tip of barrel to receiver end of Barre) (2 А | 
Cartridge in Chamber (Live or Spent |Ispnt (| 
| Number ofcartridgesfired? — o —  —— — A . — 10 0 
| Number of Cartridges not fired? | | — — |((/3 — 
n/a 





































|Ejectionport(rightorlef Right 


Distance of spent cartridge from weapon? 
AMMUNITION INFORMATION 

| Caliber/Gauge of ammunition AM | 

pe of Ammunition: (Hollow point, jacketed, ball, soft 

| Markings on casing ooo |yes | 


Firearms Trace Conducted | Date | 12/15/12 | Ву Whom || 30 B 
Trace Request Report Attached [yes |x no] | 


Additional Comments: 



























ye pee Sigh: una 
Det. Priscilla Vining #343 
Revised 6-10-10/MCS/JFT — 
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CONNECTICUT STATE POLICE 
Eastern District Major Crime Squad 


FIREARM'S SURVEY 


Survey Completed by: Detective Vining #343 Date:12/15/12 | Time:0023 


Location of Firearm in relation to the body? 


Lying on floor next to bed. 
E EA AAA Y 
Б mM ‘cc. ae, 
Note the presence of blood or any other foreign material on the external surface of the weapon. 


Bls on barrel. 
SEA AAA 
sl 





| Case # CFS12-00705354 








Note the presence of blood or foreign material inside the muzzle of weapon. 


Bls inside muzzle. 
DIA A 
eee eee ni 












Where is the weapon normally stored: 
Gun safe located in adjacent room. 


Who was aware of the weapons and their storage location? 


O ace 
tai аА 4 









Various types of ammunition located throughout the home. 





Who was aware of the location of the ammunition? 
Unknown 


Was the = on a orted stolen? If so, E whom, when and where? 

















Revised 6-10-10/MCS/JFT 
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State of Connecticut REPORT TYPE: ATTACHMENTS: DPS INCIDENT NUMBER: 
Dept. of Public Safety INITIAL CONTINUATION | | STATEMENTS 


Narrative Report ES SUPPLEMENTARY PHOTOGRAPHS CFS 12-00705354 
ag 


RE-OPEN SKETCH MAP Page / of 
ASSIST 9 / / 


S-302-C (Revised 04/03) CLOSING 





DIGITAL IMAGE REPORT 
Firearms Survey 
Savage Mark II .22 Caliber Bolt Action Rifle 
Serial 1605038 


On 12/15/12 at approximately 0123 hours the attached thirty-three (33) digital color photographs were taken in 
connection with a homicide investigation being conducted by the Connecticut State Police Eastern District 
Major Crime Squad at 36 Yogananda Street in Sandy Hook, CT. 


All of the photographs were taken at 36 Yogananda Street, the residence of Nancy and Adam Lanza while 
conducting a Firearms Survey on a Savage Mark II .22 caliber bolt action rifle. This rifle had been seized as 
evidence during scene processing while serving a search warrant on this residence. 


The photographs were taken by Detective Priscilla Vining #343 of the Eastern District Major Crime Squad in 
Norwich, CT with a Nikon D300 digital camera and flash card. The photos were later transferred from the flash 
card to a Maxell CD-R disc and further copies were made. 


One copy is being stored at the office of the Eastern District Major Crime Unit, 401 W. Thames Street Norwich, 

Connecticut. Three other copies will be disseminated along with the case book for this investigation as follows: 

‘1) copy to the Western District Major Crime Unit; (1) copy to the Danbury State's Attorney's Office and (1) 
әру to the Connecticut State Police Reports and Records Unit Connecticut. 


Attachments: 
e One thumbnail image sheet 
e Copy of Maxell CD-R Compact Disc containing digital images 


CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 


[>| 1-ACTIVE | | 4-EXCEPTIONAL CLEARANCE || | A-OFFENDER DECEASED | | D-VICTIM UNCOOPERATIVE 
| | 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT | | B-PROSECUTION DENIED | | E-JUVENILE-NO CUSTODY 
| | 3-SUSPENDED | | F-FUGITIVE | | C-EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM THE WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT NUMBER. 
THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATIONS & KNOWLEDGE; OR (2) INFORMATION RELAYED TO ME BY OTHER 
MEMBERS OF MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE DEPARTMENT 
ГРОМ THE PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF THE INFORMATION SO 


SIVED BY ME. 
SUPERVISOR SIGN E APPROVAL DATE 
be» ÉL. | 
] John Turner Au 























-STIGATOR SJGN INVESTIGATOR 1.0 REPORT DATE 
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State of Connecticut REPORT TYPE: Bri T NUM BERS ST 
-| Department of Public Safety дее СӘ INITIAL CONTINUATION (ONLY CHECK WHEN SUBMITTED WITH DPS-583-C) БЕУ D 6 220% (9 


Incident Report Continuation АЗЫ Г] SUPPLEMENTARY 
DPS-683-0-4 (Rev. 0202) = | О ВЕ-ОРЕМ [O ASSIST (4 CLOSING PA ES aei 25 








"SECTIO ADMINISTRATIV rra HOW INCIDENT WAS IN INITIATED: [гү < TELEPHONE supe É mos E BE COMPUTER | 
DATE RECEIVED TIME RECEIVED (MILITARY) | INCIDENT ADDRESS STATE ZIP CODE 
агл. m 1,0950-2200 12 Dickenson Dr. залау Ноок, СТ 

E NTIN GSS: 


SI 





DATE OF ROSE ЕТТІ oF INCIDENT ШЛАК Dan “DATE OF тест т ПМЕ OF INCIDENT сейн 
STATUTE STATUTE DESCRIPTION NIBRS CODE TTEMPTED 
ASSIST | | c=compLETED 


fs ta ili 
| | | c=COMPLETED 
TYPE WEAPONIFORCE USED (ENTER UP TO 3 SELECTIONS) TYPE OF CRIMINAL ACTIVITY 
ns UP TO 3 SELECTIONS) 
a - = 
ARIETE E BEBUYINGI — qutm PR 
Qu» м: 3 > 5 сет; + ет: : RES 1 нБ: in ri ELLIN ep E 
SA C 


\ 4 
E 
В 





Е à 
LOCATION OF OFFENSE OFFENDER USED/SUSPECTED 
{ENTER 1, UNLESS MULTIPLE OFFENSES TOOK PLACE AT DIFFERENT LOCATIONS) (ENTER UP TO 3) 
ENUMBEROF — | 
E UNITS ENTERED í. 
LIGHTING CONDITIONS 


DX] DAYLIGHT (LIGHTED) 
O Dawn 

C] DARK (NOT LIGHTED) 
C] DARK (LIGHTED) 

О Dusk 

С UNKNOWN 


GANG DATA 


CERYISUPER IS SPECIA TY ST st 3 SA > non 
FAMILY VIOLENCE INCIDENT CHILDREN WERE: PRIOR COURT ORDER GANG-RELATED 
Dives Мю O ves Мю 
(IF YES, THEN ALSO DPS-230-C) [linvoLveo (Clwrnesses) [C ма O ves (Омо (IF YES THEN ALSO DPS-1068-C) 
ATTACHMENTS i 
С DRAWINGS O PHOTOS D CONTACT SHEETS П STATEMENTS | ГІ MAPS Г] EVIDENCE FORMS O TELETYPE Ki OTHER 


MOTOR VEHICLE STATUS VEHICLE TOWED BY VEHICLE TAKEN TO 
[Г] STOLEN VEHICLE (FORM Н-108 REQUIRED) D VEHICLE USED IN CRIME 
O suspect VEHICLE [Г] метм VEHICLE 


ADDR STATE ZIP CODE APT. NO. gd SECURITY # 
T T idi T ee una 


CASE STATUS "ETE OF TE CLEARANCE 


é т) г zi TEPI T ii Із: 
Ё A Е oe 
= INVESMIGATOR ID | REPORT DATE 
1096 2121/13 . 
270 22 dura 


Sec 16 - State Police Emergency Services Unit Reports.pdf 





State of Connecticut — REPORT TYPE: ATTACHMENTS: INCIDENT NUMBER 
Dept. of Public Safety à | ( INITIAL CONTINUATION Г] STATEMENTS 
Narrative Report ( | | PHOTOGRAPHS CFS12- 
| | SKETCH MAP 
| | EVIDENCE 
5-302-С (Rev.04/03) | | | TELETYPE Page 2045 
[x] OTHER 
Date & Time of Incident: 12/14/12 between 0930 and 2200 hours 
Place of Incident: Sandy Hook Elementary School 


12 Dickenson Dr. 
Sandy Hook, CT 


Summary: Members of the SPTU “West and East” Teams searched the Sandy Hook Elementary School 
after an active shooting incident where 20 students and 6 teachers were killed. 


Agency Assisted: Newtown Police Department 
3 Main St. 
Newtown, CT 


Troop А 
90 Lakeside Rd. 
Southbury, CT 


Action Taken: On the morning of 12/14/12 sniper training was conducted at Brainard Airport in Hartford, CT. 
Present at the training were the snipers from both East and West tactical teams, Sergeant 
Palen, TFC Rief and |. Snipers were Sgt. Alogna, Sgt. Dubuc, Sgt. Bistany, Sgt. Cauley, Sgt. 
Albert, Sgt. Corey, Sgt. Girard, TFC Chapman and TFC Lavoie. 


At approximately 0935 hours | received a cell phone call from a team mate, Tpr. Poach. Tpr. 
Poach advised me that he was enroute to the Sandy Hook Elementary School for an active 

shooting incident. TFC Poach added that he had been told that a man was inside the school 
shooting students. Tpr. Poach also provided me with the address of 12 Dickenson Dr. Sandy 


Hook. 


| passed this information along to Sgt. Palen and the rest of the snipers at training. Sgt. Palen 
confirmed what Tpr. Poach had provided and related that the West tactical team was being 
called out. At approximately 0940 hours we left Brainard Airport and responded to the Sandy 
Hook Elementary School. 


At approximately 0954 hours, while enroute to the Sandy Hook Elementary School the West 
tactical team received the callout request via Everbridge messaging. 















CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 















ГІ 1- ACTIVE LJ 4- EXCEPTIONAL CLEARANCE [Г ] A- OFFENDER DECEASED Г] D- VICTIM UNCOOPERATIVE 
Г] 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT Г] B- PROSECUTION DENIED Г] E- JUVENILE -NO CUSTODY 
[x] 3- SUSPENDED ГІ F- FUGITIVE [__] C- EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: | AM WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT (CASE) 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: (2) INFORMATION RELAYED TO ME 
BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE 
ON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT I$ AN ACCURATE STATEMENT ОР 


* INVESTIGATORID. | REPORT DATE | SUPERVISOR SIGNATURE SUPERVISORLD. | APPROVAL 
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06663 | A 7 Жу 
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State of Connecticut = REPORT ТҮРЕ: ATTACHMENTS: INCIDENT NUMBER 


Dept. of Public Safety 5x mc [ x | INITIAL CONTINUATION Г | STATEMENTS 
Narrative Report (pò, |] SUPPLEMENTARY L| PHOTOGRAPHS CFS12- 


[| RE-OPEN | | SKETCH МАР 
| | Assist ^| [Г] EVIDENCE 


S-302-C (Rev.04/03) [x] cLosine | | TELETYPE Page 2045 


[x] OTHER 


Action Taken: (Cont.) While enroute several scene updates were received from message center dispatcher's by way 
of radio broadcasts. Several messages that the scene was still active, multiple gunmen, and 
numerous DOA victims were received. Just as we arrived a broadcast was received that one 
gunman was down and searches for a second shooter were being conducted. 





The responding team members from sniper training arrived as a group at approximately 1015 
hours. We parked alongside the road on Riverside Rd., near the intersection of Dickenson Dr. 
It was impossible to get any closer because of the large volume of response vehicles blocking 
Dickenson Dr. 


Team members put on their kit and ran up to the school. As we ran towards the school we put 
together a stack order and hasty search plan. At the front of the school we met up with 
additional team mates, Troopers Faughnan, Poach, Gomez and Beauton. As we approached 
the front entrance of the schoo! we could see that the window to the right of the front door 
was shattered. Broken glass covered the ground beneath the window. What appeared to be 
bullet casings from a .223 caliber rifle were seen on the concrete patio area. Also observed 
was a pool of blood and on the concrete just outside of the 
school front door. | entered the school and met with Lt. Perry, who standing in the lobby area 
outside of the main office. As | was speaking with Lt. Perry, Sgt.'s Alogna and Bistany ШИ 


Inside the office were numerous State Police personnel, including command staff, unknown 
plain clothes personnel, and uniformed ambulance personnel. | observed a large room to the 
right of the main office, at the beginning of the right side hallway, was full of what appeared to 
be first responders, plain clothed troopers wearing raid jackets, uniformed troopers and 
ambulance personnel. To the right of Lt. Perry were the bodies of two adult females 8 

Lt. Perry told me that the school had been evacuated and the 
first few rooms were searched, he pointed to his right at the classrooms that were searched. 
He stressed that the school had not been cleared. Lt. Perry stated that one shooter was down 
and that the possibility of a second shooter existed. He also told me that there were 
numerous police officers posted in the hallways and at entrance/exits within the school. Lt. 
Perry further stated that he was going to remain where he was and if there was anything | 
needed to let him know. 












CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: 
[_] 1- ACTIVE [__] 4- EXCEPTIONAL CLEARANCE [__] A- OFFENDER DECEASED ГІ р- vICrIM UNCOOPERATIVE 
ГІ 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT [__] B- PROSECUTION DENIED | E- JUVENILE - NO CUSTODY 
[x] 3- SUSPENDED ГІ F-FUGITIVE ГІ C- EXTRADITION DENIED 





THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: 1 AM WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT (CASE) 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: (2) INFORMATION RELAYED TO ME 
BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE 
` “PARTMENT FROM THE KER uve ON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF 
OBIVPD Me ME. 
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| “| Assist |! | EVIDENCE 
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Action Taken: (Cont.) Sgt.'s Alogna and Bistany 13, 14 


. As we moved down the 
hallway we observed numerous spent .223 rifle casings strewn about the hallway floor and the 
distinct smell of fired ammunition was present. Also observed in the hallway was a partially 
filled AR-15 style magazine and several unfired .223 caliber cartridges on the ground. 





Numerous dead children and teachers were seen in classrooms 10 and 8. It appeared that 
many of the children and teachers had been shot in the head and body. Ж 





03 12 
MU These classrooms were searched by team members without touching or 
disturbing any of the victims. In classroom 8 the body of the gunman was found dead of an 
apparent gunshot wound to the head, lying in somewhat of a fetal position. Yellow ear plugs 
could be seen in one of his ears and he had two handguns near or on his body. An AR-15 style 
rifle was also seen on the floor in classroom 8. The rifle appeared to have had a malfunction of 
some sort. The bolt was out of battery and at least one round could be seen in the chamber 
area. 


Team members continued with their primary sweep and relieved police personnel that were 
posted in the hallways prior to our arrival. These personnel were comprised mostly of BCI 
investigators with a few plain clothed officers from surrounding towns. While searching the 
media center | encountered a female teacher who approached me as | entered the room. She 
stated that she had been hiding once she heard the shooting. | did not get her name but she is 
a There were some troopers in the hallway as we 
exited and | passed her along to them who in turn escorted her out of the building. We 
continued the clockwise sweep of the school and eventually met up with Sgt. Alogna and 
Bistany. 


| radioed to Sgt. Palen in our command post that the primary search was complete and that we 
were going to start the secondary search. | also requested a master key to open locked doors. 
| was told that several other team members had arrived and that the FBI SWAT team from 
New Haven was on scene and would be assisting. The initial search team met up with FBI 
SWAT and divided up the secondary search efforts. SPTU conducted a secondary search from 
the main lobby area and swept clockwise, researching the school. Additional team members 
utilized for the secondary search were; Troopers O'Donnell, Wyler, Lunz, Cook, Basak and 












TYPE OF EXCEPTIONAL CLEARANCE: 
[Г] A-OFFENDER DECEASED [Г] b- VICTIM UNCOOPERATIVE 
Г] 2-CLEARED ARREST | | 6-NO CRIMINAL ASPECT ГГ B- PROSECUTION DENIED Г] E- JUVENILE - NO CUSTODY 


[x] 3- SUSPENDED ГІ F-FUGITIVE [[] C- EXTRADITION DENIED 


THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: I AM WRITER OF THE ATTACHED POLICE REPORT PERTAINING TO THIS INCIDENT (CASE) 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: (2) INFORMATION RELAYED TO ME 
BY OTHER MEMBERS MY POLICE DEPARTMENT OR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE 
DEPARTMENT FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF 


INVESTIGATOR I.D. | REPORT DATE SUPERVISOR SIGNATURE ` SUPERVISOR 1.0. | APPROVAL 
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Action Taken: (Cont.) Avery. FBI SWAT conducted a secondary search of the school from the lobby and swept 
counter clockwise. Both teams eventually met up and continued their searches overlapping 
what had already been searched by each respective team. It should be noted that although 
we had a master key numerous doors, cabinets and lockers had to be forced open by pry or 
push tools because the key did not work. SPTU personnel and FBI SWAT members 
consolidated outside in front of the school following the searches. | met with Captain Fusaro 
and Sgt. Palen and reported that primary and secondary searches of the school had been 
conducted and that the school was secure. Team members remained in the area pending 
further assignments, 


A short time later team members were assigned to search the suspect's residence at 36 
Yoganada St. in Newtown. Team members travelled to the area of Yoganada St. and met up 
with East Team members, RG-12 armoured vehicle and bomb squad personnel. A hasty 
perimeter was established around the suspect residence with snipers from both teams while 
an execution plan was being made. Traffic was blocked on Yoganada St. and Newtown police 
officers were relieved from their positions in the suspect's driveway. Team members 
approached the suspect residence in the RG-12. We parked in an adjacent driveway and the 
perimeter consisting of the sniper teams was reinforced by East Team members. The plan was 


13, 14 


(ШЕШЕН e Captain Fusaro advised us that he had received word that people were 
found alive hiding at the school and that the West team was to report back to the school to 
research it. The East Team remained on site at the suspect residence and conducted the 
search efforts. Refer to TFC Rief s supplementary report. 






West Team members responded directly back to the Sandy Hook Elementary School and met 
with Major Meraviglia in the lobby area inside the school, directly in front of the main office. 


Major Meraviglia stated that he had located two females, 62071 
A inside the main office where the command post was located, and 


demanded that the school be researched. 


West Team members along with FBI SWAT personnel researched the school. Primary and 
secondary searches were conducted. No other individuals were located. Team members 
remained on scene until approximately 2200 hours. 

Case Closed: Suspended 
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CASE STATUS: 
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| State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
‚ Emergency Services Unit (ESU) Б 
STATE POLICE TACTICAL UNIT (SPTU) IT 


Gp tain Louis J. Fusaro Jr, | Commanding Oficer 














To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting pasa answer thë following questions to the best of your 
ability and return to me-as soon as possible. Thank you. | 

1. Мате: (arson (TE 

2. Did you respond to Newtown on December 14”, 2012? No 


3. How were you notified to respond? Ever bridge | 
4. Where did you respond to? Schoo! and then fo 36 2 parando, 


E) Sandy Hook Elementary School: 12 Dickenson Dr. 
Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 


Suspect residence: 36 Yogananda St. 


5. Were you on a clearing team for the school? Yes / No 


6. What was your assignment? Se condar Ele act у LH TL ble 





7. What were your actions? (Please write on the back) 


8. Were you on a clearing team for the suspect's residence? (ез) Мо 


9. What was your assignment? Сау clement 





10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State. Police | 
Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UN IT (SPTU) 


Captain Louis J. Fusaro Jr, С Commanding Officer à 











То: · Emergency Services personnel 
From: TFC Joseph Voket 
sue Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please a answer the Памва questions to the best of your 
ability and return to me as soon as possible. ‘Thank you. 


1. Name: € AMES | © Dane UW | P 


2. Did you respond to Newtown on December 14”, 2012? No 
3. How were you notified to respond? _ E\VJER BRIDGE | 


4. Where did you respond to? 
CD Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
c. Suspect residence: 36 Yogananda St. 


_ 5. Were you оп a clearing team for the school? No 


6. What was your assignment? V) E 5 Not du OF Sede | 
7. What were your actions? (Please write on the back) 


8. Were you on a clearing team for the suspect's residence? No 


9. What was your assignment? RS TCESUDENCE- - 


10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 





06669 





“Sec 16 - State Police Emergency Services Unit Reporta. 


pdf 





Sec 16 - State Police Emergency Services Unit Reports.pdf 

AY 
В The 1 Tin FEAR of Sal. T RO 
CASAN OF 


Wwe, CIN SG сыл S AND Mez "T 


kid TI vnus B excl PAM oN FRONT y 


PER, INNES SORA CE, 
Door дә Prai MA Rew dell tho sacs а, 


INNER 
PRSEMEINT DOORS OF LANZA RESIDE . Lisi | / Р 


6€ “TEMA че жалу TD ei T sala vor 
SAR Ma Seo. О, 


06670 





Sec 16 - State Police Emergency Services Unit Reporta pdf 


| State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) = 
STATE POLICE TACTICAL UNIT (SPTU). 


Captain Louis J. Fusaro Jr., Commanding Officer 








To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
ability and return to me as soon as possible. Thank you. 


E Name: | 4 el lo б. 


2. Did you respond to Newtown on December 14", 2012? (e) No 


3. How were you notified to respond? At a Po | zt) " HA NSM та 


4. Where did you respond to? espaniol to schol inmd. Hen uit to residi 
Sandy Hook Elementary School: 12 е. Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
Suspect residence: 36 Yogananda St. . 


5. Were you on a clearing team for the school? No 
6. What was your assignment? Свето ры ———— 


7. What were your actions? (Please write on the back) 








10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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| State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UNIT (SPTU) 


“Captain Tous E Fusaro Л, ‘Commanding + Officer pe 





To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 





ability and return to me as soon as possible. Thank you. Ly 
i d / 2220 
1. Мате Eh t 
2.. Did you respond to Newtown on December 14” 2012? ` Yes У Мо 


Pus н 2 
3. How were you notified to respond? EVER PAID CE 


4. Where did you respond to? OA 


Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 


C. Suspect residence: 36 Yogananda St. 


5. Were you on a clearing team for the school? (“ез/ Мо 


6. What was your assignment? СПР Те 





7. What were your actions? (Please write on the back) 

8. Were you on a clearing team for the suspect's residence? Yes / No 
9. What was your assignment? QE Ten 

10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 
STATE POLICE шл UNIT (SPT U) 


Captain Louis J. Fusaro Jr. , Commanding ‘Officer == 








То: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 


ability and return to me as soon as possible. Thank you. 


1. Мате: STex CN 


2. Did you respond to Newtown on December 14", 2012? No | | 
3. How меге you notified to respond? SA © dea - біресе ісе Sine ay SOS nar а 


4. Where did you respond to? 
Ca. Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 


uspect residence: 36 Yogananda St. 
5. Were you ona clearing team for the school? No 


6. What was your assignment? 1260m leaving е\еме МУ / coe X 


7. What were your actions? (Please write on the back) 


8. Were you on a clearing team for the suspect's residence? Yes Á No ) 
9. What was your assignment? _ Реле icy Concinme NN 





10. What were.your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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State of Connecticut 
Department of Emergency Services and Public Pro tection 
Division of State Police 
_ Emergency Services Unit (ESU) - | Ж 
STATE POLICE TACTICAL UNIT (SPTU) —— 


Captain Louis J. . Fusaro Jr, Commanding g Officer | 








То: ` - Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 


ability and return to me as soon as possible. Thank you. 


1. Name: Click STAN Y AAA 


2. Did you respond to Newtown on December 147, 2012? Ge No 


3. How were you notified to respond? _ PER Sal. PALEN tome AT блек MAUWA, 





q 


4. Where did you respond to? МАТ TO SANDY COL, SETONOLY 15 {Чао КЕ. 


Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
Suspect residence: 36 Yogananda St. i 


5. Were you on a clearing team for the school? (ves)/ No 
6. What was your assignment? _T ACTI E < зм C A 


AND Suspect SENEC, 


7. What were your actions? (Please write on the back) 


8. Were you on a clearing team for the suspect's residence? Yes (No) 
9. What was your assignment? — Y tuyas AssiGut AS A SAP OM if Exptial. 





10. What were your actions? (Please write on the back) 


11. Ifthere is any other pertinent information please make us aware? (Please write on the back) 





Page 1 
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State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police, 
Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UNIT (SPTU) 


Captain — Pesaro. Jr, C Commanding Officer 








To: Emergency Services personnel 
“From: TEC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
ability and retum to me as soon as possible. Thank you. 


1. Name: Seres PaUGHN AN | 
2. Did you respond to Newtown on December 14”, 2012? (es) No 


3. How were you notified to respond? ЕМЕ? — DEA Dal 


4. Where did you respond to? © ee DV HOOK _ School 


a. Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
с. Suspect residence: 36 Yogananda St. 


5. Were youon a clearing team for the school? Yes } No 


6. What was your assignment? HAD KEY ( MASTER. ) 


7. What were your actions? (Please write on the back) 





8. Were you on а clearing team for the suspect's residence? No 





9. What was your assignment? OP Tina 


10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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- State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) | 
STATE POLICE TACTICAL UN IT (SPTU) 


Chon Louis J. Tus tsaro iro Jr ‘Commanding Officer 











To: Emergency Services personnel 
From:. TFC Joseph Voket 
Subject: Newtown Shooting 


To assist with accurately documenting the Newtown Shooting please answer the followihg questions to the best of your 


ability and return to me as soon as possible. Thank you. 


1. Name: ( 4 Come? : Е A VT 


2. Did you respond to Newtown on December 147, 2012? АС, Мо 

А “ү | 

3. How were you notified to respond? | too SW efits - | 
Аа | 12 Nickerson de 

4, Where did you respond to? | MEA Lol. 


a. Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
с. Suspect residence: 36 Yogananda St. | 
5. Wereyouona clearing team forthe school? Yes / No 
6. What was your assignment? _ б сл Sos 
7. What were your actions? (Please write on the back) 
8. Wereyou опа clearing team for the suspect's residence? € / No 
9. What was your assignment? . (ес AI 
10. What were your actions? (Please write on.the back) 


11. If therèis any other pertinent information please make us aware? (Please write on the back) 
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State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UN IT (SPTU) 


Captain Louis. Fi Fusaro Jr, ( ‘Commanding Officer n 








To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: | Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
ability and return to me as soon as possible. Thank you. 


1. Name: жада 





2. Did you respond to Newtown on December 14”, 2012? (Yes / No. 





3. How were you notified to respond? 


4. Where did you respond to? "S RI RI з SS 


a. Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
с. -Suspect residence: 36 Yogananda St. 


5. Were you оп а clearing team for the school? (es / No 


6. What was your assignment? 





7. What were your actions? (Please write on the back) 
8. Were you оп а clearing team for the suspect's residence? (Yes)/ No 


9. What was your assignment? Жыр CN On 2€ 





10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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State of Connecticut 
Deparenieft of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) EE 
STATE POLICE TACTICAL U UNIT T (SPT U) — 


Captain Louis J Taro Jr, Commanding 1g Officer B 








To: Emergency Services personnel . 
From: : TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 


ability and return to me as soon-as possible. Fhank you. 






2. Did you respond to Newtown on December 14°, 2012? 


. ет 
3. How were you notified to respond? Cab d 


y / { . 
4. Where did you respond to? AK o 


a. Sandy Hook Elementary School! 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
с.. Suspect residence: 36 Yogananda St. 





5. Were you ona clearing team for the school? Ge No 


6. What was your assignment? E7577 00 


7. What were your actions? (Please write on the back) 


8. Were you on a clearing team for the suspect's residence? CD 


9. What was your assignment? Blade 00200 


10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 





06685 Lernia 


— Sec 16 - State Police Emergency Services Unit Report3 pdf 








2. Бел А саға! dint ото PE Scho T RPM Qa a" 
creo y yen | | 

15 Bind severa | does st the Kt iduoce. (me ddu А apt 
Moot. extRiok , and b Lo ёз 72 + basement ), ¿JAS net 
е of the 05 ehment Lo vas оф. back + 
tha sches/ 


Il. ^ fa 


06686 





— Sec 15 - State Police Emergency Services Unit Reports. pdf 


| State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 3 
STATE POLICE TACTICAL UNIT (SPTU) кеше 








“Captain Louis]. EE Tr, ‘Commanding fcer d 


To: | Emergency Services personnel 
From: ` ' TFC Joseph Voket 
Subject: Newtown Shooting 


To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
. ability and return to me as soon as possible. Thank you. 


1. Name: Sesi | Lav 1 СҮ. 
2. Did уои respond to Newtown on December 4" 2012? [aya 
3. How were you notified to respond? Cal h ол” cvecb cid a 


4. Where did you respond to? _ | (бе Vh 2 ES. 


a. Sandy Hook Elementary School: 12 Dickenson Dr. 
b.. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
СӘ Suspect residence: 36 Yogananda St. 


5. Were you опа clearing team for the school? Yes 





6. What was your assignment? ж A 
7. What were your actions? (Please write on the back) wi 4 
8. Were you on a clearing team for the suspect's residence? c [No 


9. What was your assignment? 





10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 


VIA 
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State of Connecticut 
Deparment of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UNIT (SPT U) 


Captain Lows J. г Fosaro J ys , Commanding e Officer mm 





To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 


. ability and return to me as soon as possible. Thank you. 


1. Name: (7UKE JERIT 





2. Did you respond to Newtown on December 147, 2012? (Yes) / No 


sie - "2 
3. How were you notified to respond? 727/7 «е УТ CAME [IT сш 


4. Where did you respond to?  - A AvP C 
a. Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 


c. Suspect residence: 36 Yogananda St. 


5. Were уои оп а clearing team for the school? Yes)/ No 


6. What was your assignment? CLEARING 214550277 5 





7. What were your actions? (Please write on the back) 


8. Were you оп a clearing team for the suspect s residence? Yes 16 2 


P; 


10. What were your actions? (Please write on the back) 


9. What was your assignment? ` 





11. If there is any other pertinent information please make us aware? (Please write on the back) 
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State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
‚ Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UNIT (SPTU) 


бұран Louis J. Fusaro Jr; Commanding Officer 

















To: — ^ ©‘ Emergency Services personnel 
From:  '. TFC Joseph Vaket 
Subject: Newtown Shooting 


To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
ability. and return to me аз soon as possible. Thank you. 


SAT [OBERT rano * 113 








11. Name 


ы 


Did you ун tô Newtown on December 14%, 2012? ў No 


4 


3. How were you notified to respond? IM PERSON АТ SVIfER-TRAINING BRAMACO pare 


4, ‘Where did you respand to? School. 


Sandy Hook Elementary School: 12 Dickenson Dr, 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
€. Suspectresidence: 36 Yogananda St. 


5.. Were you on a clearing team for the school? G Ма 


vn Seco nom T 'SEANLUES JE SCHOOL 





6. What was your assighment? _/ 
' 7. What were your actions? (Please write on the back): 
8. Were you on a clearing, team for the suspect’ s residence? - Yes 


| ЕСТ PESIDEME WAS e 





9, What was yoür assignment? 





super bi) LACOIE 


10. What were yóur actions? (Please write on-the back) 


11. If there is апу other pertinent information please make us aware? (Please write ori the back) 
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State of Connecticut 


Department of Emergency Services and Public Protection 
Division of State Police 

Emergency Services Unit (ESU) sn 

STATE POLICE TACTICAL UNIT (SPTU) и 


Captain Louis J. Fusaro Jr, “Commanding Officer E 





То: Emergency Services personnel 
From: : TFC Joseph Voket . 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
ability and return to me as soon as possible. Thank you. 


1. Name: ! ber 7; ad 
2. Did you respond to Newtown on December 14^, 2012? No 









4. Where did you respond to? > 
a. Sandy Hook Elementary School: 12 Dickenson Dr. Thin Рас % Ja sche). 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
C. Suspect residence: 36 Yogananda St. 


5. Were you on a clearing team for the school? No 


6. What was your assignment? 








7. What were your actions? (Please write on the back) 


8. Were you опа clearing team for the suspect's residence? Yes (No) only Ж” breach/ry Je m 
Yun we Cleared ) 90 СК Ж de school, 


9. What was your assignment? (Mad, t- 


10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 


Respectfully Submitted, 


TFC Joseph A. Voket #1096 - 





06693 





Sec 16 - State Police Emergency Services Unit Reports.pdf 

SE Loo) » | | | 1 
fesporhd do fla Schol, Fahd h Pronk af т Fe рух 

Geared ор and Jlun wen do Ж School ил abs inde! 

ES e жет he-s and dssisied Жы. Дд: Lam и» (3090 clearing 

Ag more IESO members arr Le d T was = abk fo break £ 22 
and ы SAT % pre y» ele sacd: cal Care do Phe | cms. La obi 
law als даги on | | | 

© scene ) assisto me sh check vs al at foe 

nehfms, аж Bed : i | 


Pre sent ef fA Scene. 


j Me "1 A 4 j 

A Clea: "5 He school T Was Је fec ж resford In efe 
ЕО members, ; E a 

№ Fhe FUP CTS Ге 5] nce | L 295254 GF (дез 

breach о» ts were m 2 ; 

; : | ade T EA : 

Р | WI тета. pel badi % Ber 

Ме А пе was preached we wire shsivefed boo feko Жж Va 


ic hoo | ЖЮ je = ela if. 


L returned de fu school on 2“ RG and asti ув m- 


Clearing Je school. 


06694 





Sec 16 - State Police Emergency Services Unit Reports.pdf 


State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UNIT (SPTU) 











Captain Lou Louis J.. Fusaro Jr, ( Commanding nanding Officer B 


To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: | Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
ability and return to me as soon as possible. Thank you. 


1. Name: | io егі ereer 27 


2. Did you respond to Newtown on December 14", 2012? Се о 


3. How were you notified to respond? ES Ver b Г: dl = = 
Trop A nr k 
4. Where did you respond to? / 99 AS ,(n$frwvco : 


a. Sandy Hook Elementary School: 12 Dickenson Dr. ` 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 
с. Suspect residence: 36 Yogananda St. 


5. Were you on a clearing team for the school? Yes / 


[4 Trop A 


7. What were your actions? (Please write on the back) 





6. What was your assignment? 


8. Were you on a clearing team for the suspect's residence? No 


‘ қ ез” 
9. What was your assignment? En Le 7 pea гс 


10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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` Sgt. Mercer #176 Newtown Questionnaire Jan. 7, 2013 


Question #6: Not applicable, | was sitting at Troop A. 
. Question #7: See #6 


ni Question #9: Entry team with East team. 


| Question #10: | was assigned to assist with the clearing of the residence. 


Question #11: No 
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— Тош, 7. Fasaro Jr, Commanding Officer ШЕ 


То: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 


ability and return to me as soon as possible. Thank you. 


1 


10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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| State of Connecticut | 
берш of Emergency Services and Public Protection 
Division of State Police | . 
Emergency Services Unit (ESU) 
STATE POLICE TACTICAL UNIT (SPTU) OW 





Name: ERIC BASAL 


Did you respond to Newtown on December 147, 2012? YesY No 


How were you notified to respond? GSU бсрс 


Where did you respond to? 


Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 


с. Suspect residence: 36 Yogananda St. 


Were you on a clearing team for the school? Сүзу No SALEN 


= : CLS 
What was your assignment? _С a Владсие Le Lec бо (^ 


What were your actions? (Please write on the back) 


Were you on a clearing team for the suspect's residence? (Сез Мо 


What was your assignment? KREMA. Tosa CLAN AG /&€Cq ARI FOR loss 
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State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 







To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 


ability and return to me as soon as possible. Thank you. 


1. Name: al, < | 


2. Did you respond to Newtown on December 14%, 2012? (5 № 


3. How were you notified to respond? Tc A 


4. Where did you respond to? Se HWE 


a. Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 


C. Suspect residence: 36 Yogananda St. 
5. Were you ona clearing team for the school? Yes // No 


_ 6. What was your assignment? É, 1 


542440 SUOL 
7. What were your actions? (Please write on the back) 


8. Were you ona clearing team for the suspeci's residence? Yes (9 


9. What was your assignment? OM Of «ет RES DECE- 


10. What were your actions? (Please write on the back) 


11. If there is any other pertinent information please make us aware? (Please write on the back) 
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State of Connecticut 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit di 











Captain Louis]. К saro Jr, Commanding Om ^ 


To: Emergency Services personnel 
From: TFC Joseph Voket 
Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 


ability and return to me as soon as possible. Thank you. 


1. Name: Mer he o 


2. Did you respond to Newtown on December 147, 2012? es / No 
3. How were you notified to respond? 6 eyed. 


4. Where did you respond to? 
Sandy Hook Elementary School: 12 Dickenson Dr. · 


C. b^ Staging area: Sandy Hook Volunteer Fire Station 18-20 Riverside Rd. 





Suspect residence: 36 Yogananda St. 


5. Were you on a clearing team for the school? . (fesy No 


6. What was your assignment? 





7. What were your actions? (Please write on the back) | fas chan DA 5 пес 


8. Were уои опа clearing team for the suspect's residence? No 


\ ^ 
9. What was your assignment? Co) LOAN ЕЕ 221 


10. What were your actions? (Please write on the back) Ww Beran «s п/Ағ 


11. If there is any other pertinent information please make us aware? (Please write on the back) ж 
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er State Police Emergency Services Unit Reports. pdf 
2 State of Connecticut | | 
Department of Emergency Services and Public Protection 
Division of State Police 
Emergency Services Unit (ESU) 


_ STATE POLICE TACTICAL AL UNIT IT (ӨРТІ) | | а саа 





Captain Louis] “Ризаго Jr., Commanding y Officer Meer = 


From: TFC Joseph Voket 
| Subject: Newtown Shooting 





To assist with accurately documenting the Newtown Shooting please answer the following questions to the best of your 
ability.and return to me as soon as possible. Thank you. 


1. Name: “DAU INLAUME i | 


| 

| 

| 

To: | Emergency Services personnel | 
| 

| 

| 

| | | 
2. Did you respond to Newtown on December 14”, 2012? «ер Мо | 





3. How were you notified to respond? СР saper TRAA cms G 
4. Where did you respond to? 
(@ Sandy Hook Elementary School: 12 Dickenson Dr. 
b. Staging area; Sandy Hook Volunteer Fire Station 18-20 Riverside Ra. 
c. Suspect residence: 36 Yogananda St. 








5. Were you on a clearing team for the school? егу No 


6, What was your шады ASSIST /N Cien sa, ca 


OC 
7. What were your actions? (Please write on the Баск) - Се ЕТ Lefr АЕ sf © ceto È on 
phiOO.AUYfSEcCAAÀwRY 5 e RCH CLEN IED INTENSI caera А 8, 


8. Were you оп a clearing team for the suspect's residence? Yes 160 


9. What was your assignment? SW IY EN Perge ca 


10. What w were your actions? (Please write on the back) mam d etes Visuz cat 2 1 3 ; 1 4 


PRIDEN Cover FOEN TÈT 13 сы E Gc rm е кт, 
11. Ifthere is any other pertinent information please make us aware? (Please write on the back) 


: . - т- e ^ ) == л- Ly EM le 
-TVAE S ON SCENE NEED To TOT IN doam LANE E si "uini 


ASSIST © GET (NOVEL im ud cat y gut — T TA non 

! For. T boccme more EA P 
ka icm ib Tg ашы же ds GRETE 
TYE pe HELD, | CS 
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State of Connecticut 
Dept. of Public Safety 


Narrative Report 








REPORT TYPE: 
[x] INITIAL CONTINUATION 


| i SUPPLEMENTARY 


| | RE-OPEN 
ASSIST 
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ATTACHMENTS: 
[ | STATEMENTS 


PHOTOGRAPHS 


[ | SKETCH МАР 
|! EVIDENCE 















INCIDENT NUMBER 


CFS12-00704597 
CFS12-00705354 












Page 1 of 12 








TELETYPE 


| | ormer 


SUPPLEMENTAL REPORT — STATE POLICE TACTICAL OPERATIONS 
LANZA RESIDENCE 36 YOGANANDA STREET NEWTOWN, CONNECTICUT 





DPS-302-C (Rev.04/03) x| CLOSING 











DATE AND TIME OF INCIDENT: On 12/14/12 between 1147 hours and 1755 hours. 


PLACE OF INCIDENT: Lanza Residence 36 Yogananda Street Newtown, Connecticut 

SUMMARY OF INCIDENT: On 12/14/12 at approximately 0930 hours an Active Shooter Incident occurred at the 
Sandy Hook Elementary School located at 12 Dickenson Drive Newtown, Connecticut. . Twenty (20) school children 
and six (6) adult faculty members were murdered by Adam Lanza. Adam Lanza subsequently committed suicide 
during the incident. State Police Tactical Unit (SPTU) West and East Personnel responded to the Active Shooter 
Incident and conducted Tactical Operations. Upon completion of Tactical Operations at the school, SPTU West and 
East Personnel, and ESU Bomb Squad Personnel, were assigned to conduct Tactical Operations at the residence of 
Adam Lanza located at 36 Yogananda Street Newtown, Connecticut. SPTU West and East conducted Tactical 
©C-erations at the Lanza residence, clearing and securing the residence. Nancy Lanza, homeowner and mother of 
+ ат Lanza, was located deceased in bed in the master bedroom from an apparent gunshot wound. 


ACTION TAKEN: On 12/14/12 while at Sandy Hook Elementary School 12 Dickenson Drive Newtown, Connecticut 
and shortly after having completed Tactical Operations at an Active Shooter Incident at the school, Captain Fusaro, 
SPTU Commander and Emergency Services Unit (ESU) Commanding Officer, assigned SPTU West and East Personnel 
to respond to the Lanza residence 36 Yogananda Street Newtown, Connecticut. Captain Fusaro said Adam Lanza, 
the deceased suspect in the Sandy Hook Elementary School Shootings earlier that day, resided at this location. 
Captain Fusaro said Connecticut State Police Personnel had made telephone calls to the residence with negative 
contact. Further, that no one had located or heard from the parents of Adam Lanza that day. Additionally, there 
was concern that a second shooter may have been involved in the Active Shooter Incident at the school earlier that 
day, as reported by some witnesses. This was later determined to be false, as Adam Lanza was the only shooter. 


At approximately 1213 hours SPTU West and East Personnel responded to and met at a staging location at the 
intersection of Yogananda Street and Bresson Farm Road in Newtown (approximately % mile from the residence). 
Team members were informed that uniformed Newtown Police and Connecticut State Police had set up a perimeter 
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around the residence. SPTU and ESU Bomb Squad personnel were briefed, and SPTU Sniper/Perimeter Teams were 
deployed around the Lanza residence at 36 Yogananda Street. A tactical plan was developed to have К 


ШИ Once completed, SPTU Personnel would enter 


and secure the dwelling. 
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At approximately 1230 hours all uniformed personnel were relieved from the perimeter and they were re-deployed 
to set-up a secured, outer perimeter on Yogananda Street while SPTU conducted Tactical Operations at the 
residence. At approximately 1235 hours the remaining SPTU Personnel moved to the residence using the RG-12 
Armored Vehicle. The RG-12 was positioned in the neighbor's driveway located at 34 Yogananda Street, directly to 
the south of the Lanza residence. The Lanza residence at 36 Yogananda Street is a two story colonial style home 
with an attached two car garage. The house was pale yellow in color with dark green shutters (see attached maps). 


At approximately 1239 hours SPTU West Personnel moved up to the residence and 13, 14 


+ ыы 
И Meanwhile, SPTU East Personnel and the sniper/perimeter teams held the 
perimeter in direct support of SPTU West Personnel. 13, 14 


At approximately 1251 hours, after SPTU West Personnel completed the breaching of doors to the residence, SPTU 
Personnel were advised that some additional people were found hiding within the Sandy Hook Elementary School 
Building. Captain Fusaro assigned SPTU West Personnel to return to Sandy Hook Elementary School and conduct 
another search of the building for additional people. SPTU West Personnel with the RG-12 departed the scene on 
Yogananda Street, while SPTU West Snipers and all SPTU East Personnel remained at 36 Yogananda Street to 
continue Tactical Operations. Captain Fusaro returned to Sandy Hook Elementary School with SPTU West Personnel, 
and Tactical Command at 36 Yogananda Street was turned over to Sergeant Palen, SPTU Deputy Commander- 
Operations. 
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At approximately 1304 hours ESU 13, 14 


EE: approximately 1325 hours 13, 14 
Ші At approximately 1329 hours SPTU East Personnel entered the Lanza 


residence through the front door, searched and secured the first floor and garage area, to include a vehicle, a BMW 
color silver bearing Connecticut registration 593XGR, located within the garage of the residence. Nothing 
remarkable was located on the first floor or garage area. 
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At approximately 1339 hours the first floor had been secured; and SPTU East Personnel 

At approximately 1343 hours 
while on the second floor landing/hallway at the top of the stairs, SPTU East Personnel and | visually located what 
appeared to be a middle-aged white female lying supine on the bed in the master bedroom. A rifle was observed in 
plain view on the floor adjacent to the side of the bed. The female did not respond to verbal direction and she 
appeared to be deceased with Blood-Like Substance (BLS) on her head and the bedding material. We did not 
immediately approach the female due to concerns that hazards may be located within the residence as the second 
Р ^r had not yet been cleared. At approximately 1346 hours | requested to have an ambulance and paramedics 


respond to the residence and stand-by pending the securing of the residence. 13, 14 


At approximately 1408 hours SPTU East Personnel re-entered the dwelling, cleared and secured the first floor and 
then the second floor. SPTU East Personnel entered the master bedroom on the second floor. There, we found a 
white female, later identified as Nancy Lanza, deceased and lying supine in bed. There was an obvious gunshot 
wound to the forehead area with BLS on her head and bedding material. There were no life signs present and it 
appeared that she had been deceased for at least several hours. She was wearing sleepwear and the bed sheets 
and blankets were pulled up to her chest. A rifle was located on the floor next to the side of the bed. The rifle 
appeared to be a .22 caliber rifle. There was one spent shell casing that | observed оп the floor next to the rifle. It 
appeared that the female had been ambushed and killed while sleeping in bed. The remainder of the second floor 
and the attic were searched and secured. | escorted AMR Ambulance Paramedic Dennis Posila into the residence 
and to the second floor, master bedroom so the presumption of death could be made of the white female - Nancy 
Lanza. Paramedic Posila made the official presumption of death at approximately 1425 hours. 
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SPTU East Personnel remained on the first floor, posted at the door that accesses the basement. 13, 14 


At approximately 1433 hours SPTU East Personnel entered the basement by 
way of the bulkhead doors, cleared and secured the basement of the residence. A secondary search of the 
residence was conducted to ensure no other victims were located within the residence. The secondary search of 
the residence was completed at approximately 1459 hours. At this time the residence was deemed secure, and 
State Police Major Crime was requested to the scene. 






During operations at 36 Yogananda Street, SPTU East Personnel noted that the lights and television were on in the 
neighboring residence at 34 Yogananda Street. Due to the circumstance and the proximity of this residence to the 
Lanza residence, there was concern that possible victims could be located within the residence as the residence was 
unlocked and a vehicle was in the driveway. | notified Sergeant Palen of this, and Sergeant Palen said that the family 
had been evacuated from their residence by uniform police personnel prior to our arrival on Yogananda Street. Due 
to safety concerns, SPTU EAST Personnel entered the front door of the residence located at 34 Yogananda Street 
and cleared and secured this residence as well. No one was found within this neighboring residence. 


5. 1U Personnel were instructed to collapse the perimeter, and were directed to return to the Sandy Hook 
Elementary School for further direction. Sergeant Palen, Sergeant Bartolotta and | remained outside and in front of 
the Lanza residence to maintain security of the residence pending the arrival and scene turnover to State Police 
Major Crime. | spoke by telephone to Sergeant Quilty of State Police Central District Major Crime while at the 
residence and related my observations of the scene located within the Lanza residence. 


On 12/14/12 at approximately 1735 hours Sergeant John Turner #245 of State Police Eastern District Major Crime 
arrived at the Lanza residence 36 Yogananda Street Newtown. | briefed Sergeant Turner on SPTU actions at the 
residence and our plain view observations during the search of the residence, and then conducted a walk-through of 
scene within the residence. At 1755 hours the crime scene at the Lanza residence 36 Yogananda Street Newtown 
was turned over to Sergeant Turner and all remaining SPTU Personnel secured from the location and returned to 
Sandy Hook Elementary School 12 Dickenson Drive Newtown. 


Below are additional observations of the Lanza residence at the time we conducted SPTU Tactical Operations and 
entered the residence. The residence was well maintained and in above average condition inside. The first floor 
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and second floor were well maintained and very neat and orderly. Other than the doors that were mentioned as 
being breached by SPTU West Personnel, nothing on the first floor seemed out of ordinary. On the second floor the 
‘northeast bedroom (located next to the master bedroom) had more than one rifle case and at least two handgun 
cases on the floor. There was some clutter in this room as it looked like it was being utilized as storage. The 
southeast bedroom appeared to be Adam Lanza's bedroom. There was only a bed sheet on the bed and no 
blankets. The windows were blocked from outside light with what appeared to be heavy black plastic poly sheeting 
covering all windows in the bedroom. The southwest room had been converted to an office/study area. We found 
a personal/home computer tower with the internal hard drive removed with this hard drive heavily damaged. It 
was obvious that this had purposely been done. In the closet of this room was a metal floor standing gun safe with 
the door to the safe slightly opened. | noted at least one older rifle with a wooden stock inside this safe. А 
television and Xbox game console were noted in this room as well. 


The following is a list of SPTU and ESU Bomb Squad Personnel that responded to this Tactical Operation: 
Name/Rank/Badge Assignment 


Captain Fusaro #019 
Sergeant Palen #270 
TFC Voket #1096 
TFC Wyler #636 
TFC Rief #1261 
Sergeant Alogna #123 
TPR Beauton #436 
Sergeant Bistany 4106 
TFC Chapman #687 
TPR Cook #558 
Sergeant Dubuc #146 
TFC Faughnan #580 

















TPR Gomez #317 
TPR Carson Konow #324 
ТЕС шп? #1389 
TFC O'Donnell #722 


TPR Poach #668 SPTU-West 

















Sergeant Albert #114 SPTU-East 
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ACTION TAKEN: On 12/14/2012 at approximately 0949 hours, I was assisting Tfc. Derderian #708 with an 
explosive class at Boehringer Ingelheim Pharmaceutical at 900 Ridgebury Rd, Ridgefield, Ct. While at this location I 
was notified by CSP HQ Ever-Bridge that there was an active shooting at the Sandy Hook Elementary School in 
Newton. I informed Тїс. Derderian of the situation and left the facility in my assigned cruiser, silver 2007 Ford 
Explorer with my lights and siren activated and responded to Sandy Hook School via I-84 E/B. 


As I approached the school at approximately 1009 hrs, I observed numerous civilians in the parking lot. I pulled in 


behind Tpr. Poach and Sgt. Bartalotta and began putting on my assigned tactical gear, 13, 14 
I informed Tpr. Poach that we'd meet inside. Once I had my 


gear on I headed to ШЕШЕ of the school, where I observed numerous children running from the school 


screaming and crying. 





As Г ran а1ор ЕЖЕ ВВ, I observed a side door that had a window pane broken out, but the door was closed. I 
made entry into the school at 13, 14 entrance and observed Sgt. Tom Bennett standing post at classroom 


C way. 


Once in the school I turned right and traversed down RENE hallway, back to the MEMES classrooms. As I 
approached the 13, 14 I observed a SNTF Trooper standing post at the entrance to a classroom. I then 
observed a 30 round magazine on the floor with several rounds expended from the magazine. I then turned left and 


traversed MEMES hallway. 


I passed by the classroom at the Е сог сг where the SNTF Trooper was posted, I observed Lt. Hofbauer at the 
next classroom doorway, made entry, observed numerous deceased bodies, turned and exited the classroom moving 
towards the next classroom. I approached the next classroom, observed a deceased male lying on the floor at the 
classroom entrance. I entered the classroom, observed numerous deceased bodies, turned and exited the classroom 
moving towards the next classroom. As I approached the next classroom, I observed two deceased females laying in 





CASE STATUS: TYPE OF EXCEPTIONAL CLEARANCE: | 
C] 1-ACTIVE [__] 4-EXCEPTIONAL CLEARANCE Г] A-OFFENDER DECEASED ` ГІ D- VICTIM UNCOOPERATIVE 
Г] 2-CLEAREDARREST | | 6-NO CRIMINAL ASPECT Г] B- PROSECUTION DENIED [_] E- JUVENILE -NO CUSTODY 





Г] 3-SUSPENDED Г ] F-FUGITIVE [Г] C-EXTRADITION DENIED 
THE UNDERSIGNED, AN INVESTIGATOR DULY SWORN, DEPOSES AND SAYS THAT: 1 AM WRITER OF THE ATTACHED POLICE REPORT PERIAINING TO THIS INCIDENT (CASE) 
NUMBER. THAT THE INFORMATION CONTAINED THEREIN WAS SECURED AS A RESULT OF (1) MY PERSONAL OBSERVATION AND KNOWLEDGE: (2) INFORMATION RELA YED TO ME 
BY OTHER MEMBERS MY POLICE DEPARTMENT GR OF ANOTHER POLICE DEPARTMENT; OR (3) INFORMATION SECURED BY MYSELF OR ANOTHER MEMBER OF A POLICE 
T — RTMENT FROM THE PERSON OR PERSONS NAMED OR IDENTIFIED THEREIN, AS INDICATED IN THE ATTACHED REPORT. THAT THE REPORT IS AN ACCURATE STATEMENT OF 


IFORMATION SO RECEIVED BY МЕ. 
In vESIGATOR SIGNATURE INVESTIGATORID. | REPORT DATE SUPERVISOR SIGNATURE SUPERVISOR LD. | APPROVAL 
DATE . 
_ 0580 May 8, 2013 Sgt. В. Phalen Kor L. 0270 "m 2/12 
й | о 
| 
A 06717 Е tr | A Й 






Sec 16 - State Police Emergency Services Unit Reports.pdf 

























ATTACHMENTS: 
Г] STATEMENTS 
| | rmorocraras 
|. | SKETCH МАР 

| | EVIDENCE 









REPORT TYPE: 
| | INITIAL CONTINUATION 
[x | SUPPLEMENTARY 
(| RE-OPEN 
[_] assist 
| | closing 


State of Connecticut INCIDENT NUMBER, 


Dept. of Public Safety 
Narrative Report 













CES12-o00764 5957 
eoa os 3 SY 















3-302-C (Rev.04/03) Page 2of 4 


the hallway. 1 then entered the next classroom, cleared it visually, observing no children and exited the room. I then | 
approached the front lobby where 1 observed Lt. Mike Perry. 

I spoke with Lt. Perry and informed him that I wanted Officers at every classroom ог at the hallways until we had — — 
enough officers to cover the classrooms. I further informed him that I and Tpr. Poach were going to clear classrooms 
visually and physically. I gathered approximately ten officers from numerous towns and divided them into two groups 
of five with Tpr. Poach leading a group and I the other. While we were stacking in the hallway, someone heard noises 


in the first classroom, across from the main office. 


Tpr. Poach and I entered the classroom and I approached a closed door in the corner which was block with bookshelf. 
As Tpr. Poach posted on the door, I moved the bookshelf and ordered the individual(s) out of the closet and | 
identifying myself as a State Trooper. After several verbal attempts, I attempted to open the door and observed the 
door handle was locked. I asked tall police officer from an unknown town for his badge so that it could be slide under 
the door, so that the individual(s) would know we were the police. I received a master key, I was kneeling, Tpr. Poach 
was posted over me and the unknown officer was against the wall. I unlocked the door handle, as I attempted to push 
tr door open it was forced close, the unknown officer held the door open once I was able to push it open. When the 
доот opened I observed numerous children in a small bathroom with blonde female teacher holding the children back. 
The teacher began to yell at me “You're not the police, I don't believe you”, she repeated this several times and which 
time Tpr. Poach grabbed a couple of children and the others followed. As the children exited the bathroom they were 
passed off to the officers and escorted out of the classroom. I stayed kneeling and the teacher stayed motionless 
against the bathroom wall, continuously repeating “You're not the police, I don't believe you”. Once the last child 
exited the bathroom I reached in and grabbed the teacher, later identified as Kaitlin Roig and she became hysterical 

- and I physically escorted Roig from the school exiting through a classroom door at the comer. 


Once Roig was in the care of a female Trooper I reentered the school and was informed by Lt. Perry that there might 
be other teachers in lock down in the library area. With Tpr. Poach and several officers from unknown towns we | 
entered the library and directed to another door within the library. Аз Tpr. Poach and I entered the storage area I made 
announcements “State Police”, observed another door and heard a female voice. I stated that we were the police and 
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the woman asked “How do.I know you're the police?" I told her I would slide a patch under the door, and asked an 
unknown police officer for his uniformed patch, but several police radios went off and the woman stated that she 
believed me. She then stated that the door was blocked, I unlocked the door, forced the door open and observed the 
teacher, later identified as MI and nineteen other students in the closet. Again we escorted all the 
teachers and students out of the school through М ЕЖЕ classroom door. 


I then went to the front lobby to gather more officers for a complete search of the school. While at the front entrance I 
‘observed several Ct State Police Tactical Team members arriving in the parking lot. I waited until the team was 
assembled in the school, I took my place as “key master” as I still had the master key. As the team cleared the rooms I 
opened any unlocked doors. We cleared the school and assembled again outside and I was informed that we were 


going to the suspect's residence. 


Once the suspect’s residence I was informed that I would 13, 14 look for other 


suspects, victims or booby traps. The West Tactical team breached several points of entry at the residence and then 


13, 14 I entered the residence and searched the first floor with negative results for 


t uy traps, suspects or victims. 


13, 14 and as I searched the rooms, I located a deceased female in a bed and a rifle 


on the floor. I entered the suspect’s room and noticed that the windows were covered in some type of plastic and it 
was very dark in there. I did not locate any other victims, suspects or booby traps. Once the residence was cleared 
enough КАЕ the East Tactical team made entry and cleared the residence. 


Once the team exited the residence, Tfc. Derderian and myself then entered the residence in our EOD capacity to clear 
the suspect's room and den/computer room to do a physical search of the draws and closet for possible TED or booby 
trap materials. We located none in the bedroom. In the den/computer room I located numerous shotgun shells emptied 
“of their smokeless powder, but no components or powders for an IED. While we were searching the residence a UPS. 
delivery truck arrived and we were informed that there was a delivery for the suspect’s residence on the truck. I 
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entered the UPS truck and observed two boxes from a known store. I opened the boxes to ensure that there were no 
IEDS or other criminal material inside of them. The boxes contained personal анн for the residence. 


We de left the residence and were requested back at the school for debriefing. We assisted the CI Unit setting up 
their stations and then left the school at approximately 1830 hrs. 


At approximately 2200 hrs, I received a phone call from Tfc. Derderian that the FBI was requesting a bomb tech to 
assist with the seizure of fireworks at the suspect's father's residence (100 Bartina Ln, Stamford). I arrived and 
observed a small quantity of illegal fireworks, the FBI evidence team photographed the items and a member of the 
CSP CI Unit sieved the fireworks. While there the FBI investigators asked me to do a walk thru of the residence for 
items that might be related the suspect's primary residence. I did not locate anything related the suspect's residence at 
this location. 
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SUMMARY REPORT 


Detectives from the Eastern District Major Crime Squad were assigned to investigate the homicide of Nancy 
Lanza РОВ 09-06-1960 at 36 Yogananda Street Sandy Hook, CT. Nancy Lanza had been located deceased in the 
residence by Emergency Services Unit Personnel (E.S.U.) on December 14, 2012 after her son, Adam Lanza 
DOB 04-22-1992 shot and killed 26 people and then killed himself at Sandy Hook Elementary School located in 
the town of Newtown, Connecticut (Companion Case# CFS12-00704559). 


The following summary was created after a review of the crime scene, police reports and witness interviews. 


On Tuesday December 11, 2012 at approximately 1210 hours Nancy Lanza checked in to the Omni Hotels 
Mount Washington Resort in Bretton Woods, New Hampshire. On Decembet 11, 2012 at 2019 hours Nancy 
Lanza dined at the “Stickney’s” Restaurant at the resort. The food order appeared to be dinner for one person. 
On December 12, 2012 at 1630 hours she made a purchase at The Polo Outlet Store located Route 16/Route 
302 in North Conway, NH. At 1730 hours she made a purchase at the Coach Outlet store located at 2 Common 
Court in North Conway, NH. At 1750 hours she made a purchase at the Brooks Brothers Store located at 2 
Common Court North Conway, NH. At 1938 hours she had dinner alone at “Stickney's Restaurant” at the Omni 
Hotels Mount Washington Resort. On Thursday December 13, 2012 she had a muffin delivered by room service 
to het room, Room# 265. At 1227 houts Nancy Lanza checked out of the Omni Hotels Mount Washington 
Resort. This information was obtained from a review of Omni Hotel documents and printed receipts. At 
approximately 1310 hours Nancy Lanza met with at “Three Tomatoes” Restaurant. said 
that they spoke about Nancy's life to include some conversation regarding her son with “disabilities”. Nancy 
Lanza left the restaurant at approximately 1430 hours (see witness report). The receipt time stamp 
indicates it was paid at 1435 houts. Nancy Lanza purchased five bottles of wine from the New Hampshire 
Liquor Commission located at 367 Washington Street Claremont, NH. This purchase was confirmed by 
Investigator James Young of the New Hampshire State Liquor Commission Division of Enforcement. On 
December 13, 2012 at 1938 hours Nancy Lanza made a purchase at the Whole Foods Store located at 50 
Raymond Road West Hartford, CT. At approximately 2222 hours Nancy Lanza spoke with 
EEES on the telephone. EDS told detectives that Nancy Lanza told him during that 
conversation that she had returned home from her trip (see supplemental report regarding MO. 
















04 was interviewed on December 15, 
2012. He told investigators that on December 14, 2012 between 8:00 and 9:00 AM he was and he 


heard “two or three” gunshots. He believed the gunshots had come from hunters, however he felt that the shots 
were “unusually close” (Refer to Detective Grandpre's report Case# CFS12-00704559 dated 07-11-2013). 


Brian Karr of Hoffman Energy was interviewed by investigators on January 3, 2013. Mr. Karr 
reported that he made a heating oil delivery to the Lanza residence, 36 Yogananda Street Sandy Hook, CT on 
December 14, 2012 between 09:30 and 10:00 AM. At the time of the delivery he saw no people at the residence 
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or any vehicles parked in the driveway of 36 Yogananda Street. He reported that both garage bay doors were 
closed (See Brian Karr Witness Report Dated January 10, 2013). 


On Friday, December 14, 2012 at approximately 0935 hours, the Newtown Police Department received a 911 
call reporting an active shooter at the Sandy Hook Elementary School located at 12 Dickinson Drive Newtown, 
CT. Law enforcement officers responded immediately and discovered numerous school children and school 
personnel deceased from apparent gunshot wounds. A white male wearing military style clothing was located 
deceased on a classroom floor. The deceased white male was in possession of several handguns and a militaty 
style assault weapon. The male gun man was subsequently identified as Adam Lanza DOB 04-22-1992. A 2010 
black Honda Accord bearing CT registration plate 872YEO was parked unoccupied in the fire lane in front of 
the school. The registered owner of the vehicle is Nancy J. Lanza DOB 09-06-1960 of 36 Yogananda Street 
Sandy Hook, CT. As a result law enforcement officers including the Connecticut State Police Emergency 
Services Unit (E.S.U.) responded to 36 Yogananda Street Sandy Hook, CT to investigate. 


Members of The Connecticut State Police E.S.U. arrived at 36 Yogananda Street Sandy Hook, CT. Upon E.S.U. 
arrival all doors were found locked /undamaged at the residence. At approximately 1239 hours forced entry was 
made by members of the E.S.U. team. At that time an adult white female, later identified as Nancy J. Lanza DOB 
09-06-1960 was located deceased in the second floor master bedroom (See E.S.U. Reports). Nancy Lanza was 
located supine in the bed of the master bedroom. She was covered with blankets from the waist down. She was 
wearing a polka dotted pajama shirt, pants and a pair of white socks. Her head was turned south to its side. There 
was blood on her face running downward from the wounds consistent with her body position. B.L.S., 


y observed on her pajama shirt and around her head on the bedding. 


On the floor south of the bed was a black Savage Arms Mark II .22 caliber bolt action rifle. The rifle was 
purchased on 10-26-2011 and is registered to Nancy Lanza. There was a spent .22 caliber shell casing on the 
floor next to the rifle. There was a blood like substance (B.L.S.) observed on the muzzle of the rifle. 
Subsequently a firearm survey was conducted and a spent .22 caliber shell casing was located in the chamber and 
three live rounds were in the weapon's magazine. The rounds and the shell casings were marked with the letter 
“C” by the manufacturer. А 


The second floor southeast bedroom/computer room was later identified as a room utilized by Adam Lanza. 
During the search of the room a stand alone metal gun safe was located in the closet. The door of the safe was 
found open. The door and the lock did not appear damaged. An “Enfield” Albion bolt action .303 caliber rifle 
was in the gun safe. The safe also contained numerous items to include boxes and cans of ammunition. A single 
gold colored .22 caliber round with the letter “C” stamped on it was located on the floor of the room. The round 
appears to be the same type of round located in the Savage Arms Mark II Rifle near the body of Nancy Lanza. 


On December 16, 2012 Dr. H. Wayne Carver II, Chief Medical Examiner conducted the autopsy of the 
deceased. The Cause of Death was certified as: Multiple Gunshot Wounds of Head. The Manner of Death was 
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certified as: Homicide (Post Mortem Examination Report to follow). Fout metal projectiles were removed from 
Nancy Lanza during autopsy for analysis. Four gunshot wounds to Nancy Lanza's head were observed by 
investigators during autopsy (Refer to Autopsy Observation Report and Images). 


A State of Connecticut Forensic Laboratory Firearms Section Lab Report dated January 26, 2013 revealed that 
the seized Savage Arms Mark II .22 caliber rifle fired the projectiles/bullets removed from Nancy Lanza duting 
autopsy. The report also indicated that the Savage Arms Mark II rifle had fired the spent shell casings found at . 
the scene (See Forensic Laboratory Report). The Savage Mark II .22 caliber rifle was also analyzed for latent 
fingerprints and DNA evidence by the Forensic Laboratory. 


The Forensic Laboratory Latent Print Examination Report dated January 2, 2013 indicates among other things 
that no identifiable latent impressions were found on the Savage Matk II Rifle, the thtee live rounds found in the 
rifle ot the spent shell casing found in the rifle (See Forensic Laboratory Report). 


The Forensic Laboratory Supplemental DNA Report dated May 23, 2013 indicates among other things that the 
Savage Matk II .22 caliber Rifle and magazine were swabbed by the laboratory. The results of the analysis of the 
thtee swabbings were: “Insufficient amplification products were detected...to genetate DNA profiles, therefore 
no comparison could be made for these items.”. An unknown DNA profile has been generated from a swabbing 
of the submitted .22 caliber cartridges submitted with the Savage Mark II. Adam Lanza and Nancy Lanza were 
not contributors to the unknown profile. The unknown profile was searched against the Connecticut and 
National DNA Databases with no matching profiles found. The profile results will be searched against the 
databases periodically (See Forensic Laboratory Report). 


The Forensic Laboratory DNA Section Report II dated May 29, 2013 indicates among other things that additional 
swabs were taken from the Savage Mark II .22 rifle. Adam Lanza is included as a contributot to the DNA Profile 
from Swab #4-154 (Swab of the left side of the rifle stock). Adam Lanza is also included as a contributor to the 
DNA Profile from Swab #4-1S6 (Swab of the forend area of the rifle). (See Forensic Laboratory Report). 


Based on the above described information it appears that Nancy Lanza was home on December 13, 2013 by 
2222 hours and believed to have gone to bed alone in the master bedroom. In the morning hours Adam Lanza 
tetrieved the Savage Arms Mark II .22 caliber rifle from the safe located in the southeast bed room/computer 
room closet. The investigation revealed that Adam Lanza was familiar with Nancy Lanza's firearms, has had 
some firearm training and has fired firearms іп the past. It appears that Adam Lanza chambered a round into the 
weapon ejecting the one live round onto the southeast bed room/ computer room floor. Between approximately 
0800 and 0900 hours Adam Lanza entered Nancy Lanza's bedtoom and shot her four times in the head while 
she lay in her bed. Adam Lanza left the gun on the floor of the master bedroom near his mother. Adam Lanza 
locked the residence and then drove Nancy Lanza's 2010 Black Honda Accord to the Sandy Hook Elementary 
School. At the school he shot and killed twenty students and six teachers. Adam Lanza then committed suicide 
by gunshot as Connecticut State Troopers atrived at the school. 
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CASE STATUS: The investigation will remain active. The case reports for the investigation will be 
forwarded to the Office of the State’s Attorney Judicial District of Danbury. 
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CFS NO INCIDENT DATE | TIME | INCIDENT DATE | TIME |PRIMARY OFFICER BADGE NO |INVESTIGATING OFFICER BADGE NO 
1200705354 12/14/2012 19:22 12/14/2012 LAMOUREUX, DAVID A. 0772 LAMOUREUX, DAVID A. 0772 


INCIDENT ADDRESS APARTMENT NO TOWN CD | TYPE ОҒ EXCEPTIONAL CLEARANCE] CASE STATUS 
00036 Yogananda St Newtown 06482 Not Applicable i 


OFFENSE OFFENSE DESCRIPTION 
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CLOSING REPORT 


On December 5, 2013 this writer was contacted by State's Attorney Stephen J. Sedensky III. | was advised that he has reviewed the Eastern District 
Major Crime Squad Investigation in to the murder of Nancy Lanza on December 14, 2012 at 36 Yogananda Street Newtown, CT. 


Mr. Sedensky indicated that no further investigation is needed into the incident (Refer to attached email message). 
A letter will be sent from his office to the Eastern District Major Crime Squad indicating that the investigation is formally closed. 
Based on the above stated information the investigation will now be closed with no further action anticipated. 


CASE STATUS: 
The investigation is now closed with no criminal prosecution. 
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Lamoureux, David 


From: Sedensky, Stephen 

Sent: Thursday, December 05, 2013 10:49 AM 
To: Lamoureux, David; Ruddy, Forrest 

Cc: Mancini, Seth 

Subject: RE: 1200705354 

Gentlemen: 


| presume that you are both satisfied with the investigation and do not see a need for EDMC to investigate further. 


My review of EDMC's investigation reveals there was only the shooter, Adam Lanza, involved and there were no 
accessories or co-conspirators. 


If you agree that is the case, the investigation is formally closed. 
| enjoyed working with you both and was impressed by EDMC. 
Steve Sedensky 


Stephen J. Sedensky III 
State's Attorney 

Office of the State's Attorney 
Judicial District of Danbury 
146 White St. 

Danbury, CT 06810 

Phone: (203) 207-8670 

Fax: (203) 207-8684 


CONFIDENTIAL INFORMATION: The information contained in this e-mail is confidential and protected from general disclosure. If the recipient or 
the reader of this e-mail is not the intended recipient, or person responsible to receive this e-mail, you are requested to delete this e-mail 
immediately and do not disseminate or distribute or copy. If you have received this e-mail by mistake, please notify us immediately by replying to 
the message so that we can take appropriate action immediately and see to it that this mistake is rectified. 


From: Mancini, Seth 

Sent: Thursday, December 05, 2013 10:42 AM 
To: Sedensky, Stephen 

Cc: Lamoureux, David; Ruddy, Forrest 
Subject: 1200705354 


Steve - 
EDMC has not yet closed out their report because they are waiting for your formal approval. If you can get 
in touch with Sgt. Ruddy or Det. Lamoureux at your earliest convenience and advise them of your 


conclusions, that will help me wrap up that report. You probably have their contact info, but they are 
both cc'd on this email as well. 


Thanks. 


Seth 
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